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PUT YOUR TRUCKS ON A 5 WEEK MONTH 


Brodie Meters have proved time after time that "Crack- 
ing Down" on stock and time losses is practical, profitable, 
and easy to do. Tank-trucks equipped with Brodie Meters 
have greatly increased territory covering capacity. This 
increase is so big that a truck can readily do 25% more 
work ...in other words, five weeks of useful work instead 
of only four each month. Brodie Meters on the loading 
racks are very valuable for immediately correcting errors 
due to incorrect calibration, overfilling, spillage, etc. 
Everyone handling a Brodie Metered line or fill-stem is 
exceedingly cautious about unnecessary waste because 
the permanent Brodie records reveal all losses, playing 
no favorites. Brodie Meters and Accessory Equipment 
have helped hundreds of operators "Crack Down" on 
needless loss and can do the same for you. Ask for Bulletin. 


BRODIE 
METERS 


RALPH & B RODI E C0 IN Cc 953 61st Street, Oakland, Calif. ¢ Cable Address: "'BRODICO"' © Division Offices: Chrysler Bldg., 
s "5 . 


New York City @ 59 E. Van Buren, Chicago © Representatives and Stocks in All Principal Cities 
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Leaders in every branch of the oil industry—producing, re- 
fining, pipe line, marketing, scientific and technical—from every 
oil producing country in the world, will gather at the Tenth 
International Petroleum Exposition to be held at Tulsa, Okla., 
U.S.A., May 14-21, 1938. 


Every great development in equipment and methods con- 
tributed by science, engineering and practical experience in 
the last two years will be displayed, demonstrated and dis- 
cussed. From aerial photography, seismograph and core drill, 
to portable rotary drilling equipment and modern pumping 
units; the latest in refining and pipe line operations will be 
open for inspection. 


Plan now to attend. For complete information, write 


WM. B. WAY, General Manager 
Tulsa, Oklahoma, U.S.A. 


INTERNATIONAL 
PETROLEUM EXPOSITION | 





Eric V. Weber 


On a platform of ‘‘harmonious relations among jobbers and all 

other factors in the oil industry,’’ Eric V. Weber, of Reading, O., 
president of Eureka Oil Co., has been elected for a seventh term as 
president of Ohio Petroleum Marketers Association, Inc. His last 
previous term was in 1936. 


Weber entered the oil business as a salesman more than 20 years 
ajo, organizing in 1923 his own Independent oil jobbing company, 
the Eureka Oil Co., with headquarters at Reading, a suburb of 
Cincinnati. He was a member of the marketing subcommittee of 
the Planning and Co-ordination Committee and was active in oil 
code work at Washington during NRA days. 
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Operator Is Not Dirty Station to Motorists 
Means Unsafe Toilet Inside 


‘Employe’ Under 


Six Month Lease 


N. P. N. News Bureau 


WASHINGTON, March 14. - 
A service station operator with 
a six-months, noncancellable 
lease is not an “employe” un- 
der the Social Security law, pro- 
viding other elements of con- 
trol by the supplier are lacking, 
according to a ruling by the In- 
ternal Revenue Bureau. 

This was the highlight of the 
long-awaited IRB rulings on the 
status of leased station operat- 
ors 

There were two rulings. One 
cited conditions under which the 
station operator was not an “em- 
ploye” while the other ruling— 
based on entirely different facts 

held that he was an “employe” 
and that therefore the supplier 
was liable for the social security 
tax. 

“Not an employe” was the rul- 
ing on a station operator witha 
six-months noncancellable lease 
with a flat rental and a separate 
sales contract which did not re- 
quire the operator to buy any 
gasoline, to honor credit cards of 
the supplier, to ‘wear specified 
uniforms, to’sell at a stipulated 
price or to handle the supplier’s 
products exclusively. 


Such an operator was held, in 





Complete text of the In- 
ternal Revenue Bureau’s ini- 
portant rulings on the status 
of leased station operators 
under the Social Security 
Law are printed on'Page 16 
of this issue. 





effect, to be an “independent con- 
tractor’ instead of the supplier’s 
“employe.” As such, the station 
operator is liable for social se- 
curity taxes on wages paid to 
persons he hires to help operate 
the station. 

There was no indication in the 
ruling whether the lack of any 
of the elements in the relation- 
Ships between the station op- 
erator and the supplier—such as 
a gallonage rental instead of a 
flat rental—would make the op- 
erator an “employe.” 

The “non-employe” contract 
outlined in the first ruling (S. S. 
T. 266) contained, besides the 
elements listed above, specific 

(Continued on page 16) 





Stations Must Be Clean To Overcome 


Public's Growing 


By WARREN (¢ 
CLEVELAND, 
these days of ar 
lic alarmed agi 
ciseases, it 
the brand of oil and 
the automobilist thinks of as 
approaches a station, but, 
ing from the exterior of 
station, what kind of a 
might be inside of it? 
If the station’s appe 
and its housekeeping, 
from street o1 
doesn’t look quite up to the au- 
tomobilist’s idea of a clean 
standard, he is going 
to the 


. PLATT 
March 15.—In 

educated pub- 
venereal 
is not going 


unst 
to be 
gasoline 
he 
judg 

that 


ins 
tonet 


arance 
ed 


A 


roadway, 


as View 


the 


tii 


to drive on 
next station, a that is 


nd 


Fears of Syphilis 


something that we all 
these many years wh« 
have been yuent on 
highways. 
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Refiners Ponder 


Effect of Hike 
In Freight Rate || 


By Teletype 
N. P.N. Ne Bureau 

TULSA, March 15. Traffic 
managers for most Mid-Conti- 
nent refiners, after a prelimi 
nary study of the Interstate 
Commerce Commission decision 
granting rate increases to rail- 
roads, apparently have resigned 
themselves to waiting for actual 
filing of new tariffs by the car 
riers before attempting to de 
termine just how the increase 
will affect them. 

Too many factors are involved 
in the decision, the traffic men 
say, for them to attempt a pre 
diction as to what will or will 
not be the new scale of rates. 

In the first place the ICC 
granted the rails a 10 per cent 
increase in rates which had been 
in effect prior to Nov. 15. Any 
increases that had been granted 
on or after that date, it was said, 
had to be considered in the 10 
per cent increase. 

It will be recalled that on Nov. 
15, the rails were granted an 
increase of one cent per 100 
pounds on petroleum and its 
products, along with certain 
other commodities. Now that 
one cent is going to have to be 


(Continued on 18) 
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Still Interior Department 


WASHINGTON 
The Senate late 

agreed to 
rovernment 
the 


March 14. 
today 

the 
‘eanization 
section babagate would 

changed the name of 
Department of Interior 
Department of Conserva- 


strike fron 


reo! 


the cherished hopes of 
Interior baie 
“change the name” 
ment have been dashed 
again. Once a bill to accom- 
plish Ickes’ desire pi the 
Senate, only to be out 
in the House. 


Ickes to 
of his de- 
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Oil Well Fire Kills 
Floyd Kinley 


Floyd L. 

known 
d fire fighter, 
lost his life March 12, while at 
tempting to kill a wild well near 
Goliad, Texas. His equally 
famous brother, Myron M. Kin- 
ley, formerly of Tulsa but now 
living in Houston, was with him 
when he died, and had been as- 
sisting in the work at the blaz- 
ing well. Kinley had charge of 
the fire fighting demonstration 
at the International Petroleum 
Exposition in 1936. 


TULSA, March 15. 
Kinley, internationally 
oil well shooter an 
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MINIMUM 
STANDARD to be ap- 
the outside ance 
» stations, as well as io jthe 
ippears of the w 
The toilet facilitie 
yf the extra deluxe best, 
never anythihg like them in the 
finest homés in town; but if the 
outs does not 
wner might 
money. ‘The 
omer sees only 
the station, not 


plied to appear 
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of tl 
inc e 


ashrooms. 
can be 


ide of the stations 
so, the.station o 
well save his 
reaching cust 
the outside of 
the clean toilet inside. 
To the MINIMUM 
STANDARDS that were pub- 
lished last week for the wash 
room itself, this week NATIONAL 
PETROLEUM News, in its cam- 
paign to help the oil industry 
to prepare itself against’ the 
critical eye of the public, made 
more critical by the govern- 
ment-conducted campaign 
against venereal diseases, pub- 
(Continued on page 12) 
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Boland’s Fuel OilTax | 
Killed by Irate House 


' 
| 
| 


| 





N.P.N. News Bureau | 
WASHINGTON, March 14.— 
under by letters and 
fuel oil users 


Snowed 
telegrams from 


small home owners to 


from 


industrial plants members 
of the House “saw their duty” 
and 

posal 


tax by 


defe: Boland 


fuel 


ted the pro- 


for a one-cent oil 


a vote of 145 to 25 
Unless an attempt is made to 
the 


revenue law 


have the tax re-inserted in 
bill to 
in the Senate Finance Commit- 
the floor of 
of 


the 


revise 


the Sen- 


tee 
ate both them 
as unlikely 
seems as 
this session 
least. 

Rep. J. Harold Flannery, Pa., 
introduced March 10 the amend- 
ment on the floor of the House. 
It was seconded by Rep. Pat 
Boland, who termed the flood 
of mail, whieh has been delug- 
ing congress in protest against 
the tax on fuel oil, “insidious 
propaganda.” 

Rep. Allen T. Treadway, 
Mass., ranking minority mem- 
ber of the Ways and Means 
Committee, which refused to 
include the fuel oil tax in its 
revenue bill draft, answered 
this with: 

“Mr. Chairman, I do _ not 
think that the outpouring of the 
expression of individual con- 
sumers and domestic household- 
ers can be called propaganda 
when it directly affects their 
pocketbooks and budgets. In the 
course of the last five years, 
I do not think I have received 
as many letters on any one sub- 
ject from men and women own- 
ing their own homes, as I have 
on the subject of the possibility 
of a tax on their fuel.” 

Boland based his arguments 
on the “conservation” theme 
which has marked the tone of 
arguments by proponents of 
the bill since it was first in- 
troduced, but tep. Dingell, 
Mich., declared it is not a con 
servation measure. 


Not Be 


regarded 
the Boland plan 
the dodo for 
Congress at 


dead as 


of 


“Let's Fooled” 


“Let us not be fooled,” Din- 
gell said. “This is an iniquitous 
proposal and has no place in 
the House at the present time. 
It had a day at court, and if 
there had been any merit in 
the proposal the Ways and 
Means Committee would have 
given it the consideration which 
the proponents desired and 
would probably have included 
it in the revenue bill. It adds 


nothing to the bill but vicious-, 


ness and favoritism, and should | 
be defeated.” 

Rep. Disney, Okla., character- 
ized the proposal as a “domes- 
tic tariff’, adding “I need not 
remind you that when the 13 
colonies found they had differ- 
ing views about domestic tar-| 
iffs, they formed the republic 
to avoid such domestic tariffs.” | 

Carrying the principle to its 
logical conclusion, Disney said 
“let us tax cotton because it 
competes with wool, if we are 

oing to tax oil because it com- 
petes with coal. Then let 
us tax wool because it competes 
with cotton, and then let us 
tax both of them because they 
compete with each other. Let 
us tax wine because it com- 
petes with whisky, so as to con- 
serve the whisky until Christ- | 
mas. It is nonsense, and you 
know it.” 

In answer to the Boland-Flan- 
nery argument that the bill 
would result in employment for 
more coal miners, Rep. Poage, 
Tex., suggested that more la- 
bor would be used “if we 
chopped up wood to provide the 
fuel for this nation than would 
be used in digging coal.” 


Mother In Coal Bin 


Rep. O’Connor, N. Y., treated 
the Boland proposal satirically, 
asserting that: 

“The whole purpose is found- 
ed on the highest patriotic and 
altruistic plane the conser- 
vation of our natural resources. 
Waste not, want not. Such un- 
selfish statesmanship deserves 
the universal applause of every 
citizen who has a furnace or 
stokes one. “Who,” O’Connor 
asked, ‘would deprive him or 
her usually her — of the 
ecstatic joy of getting up at 
5 a.m. and going down to the 
cold, damp cellar, where the 
home brew used to ferment, 
raking out the cinders, behind 
smoked glasses, if any... and 
wearing a sweater during break- 
fast, this operation to be per- 
formed several times a day, 
and then at night, just before 
going to bed, what domestic 
joy! The house is getting chil- 
ly. Then comes that last joy- 
ful trip, in pajamas, into the 
nicely cooled cellar to bank the 
fire. Nothing could more in- 
spire love of country.” 

Rep. Bacon, N. Y., declared 
the proposal “is the most crack- 
pot, ridiculous proposal I have 
ever listened to on the floor of 
the Congress,” and added “the 
real purposes of this tax is not 
to raise revenue, but simply to 
punish the oil industry and the 
oil user. It is completely hypo- 
critical in that its hidden pur- 


home heating.” 


of | 
of | 
in 


pose is to raise the price 
coal by raising the price 
coal’s principal competitor 


Administration Measure 


Bacon called attention to the 
fact that Boland, the amend-) 
ment’s chief advocate, is Demo- 
cratic whip of the House, and 
interpreted this as pointing to 
the fact it was sponsored by the 
Administration. 

“There is one thing that this 
administration seems bent up- 
on,” Bacon said, “and that is 
to break the back of the con- 
sumer. Burden upon bur- 
den and woe upon woe have 
been placed upon him, and this 
may be the straw that will 
break the camel’s back. . . 
Elsewhere in this bill we are 
taxing the businessman out of 
his business, and here it is 
proposed to begin to tax the 
small home-owner out of his 
nome.” 


Alky-Gas Amendment Killed 


Another attempt at amend- 
ing the tax bill — by repealing 
the federal gasoline tax as #t 
applies to alky-gas — was de- 
feated without a record vote. 
Rep. Vincent F. Harrington, Ia., 
sponsor of a bill repealing the 
tax on alky-gas moved the 
amendment. Earlier in the week 
he had exhorted the House at 


some length on his proposal. 


Now that the House has fin- 
ished with it, the Senate Finance 
Committee is expected to do 
some more paring on the rev- 
enue bill. Before it got out of 
the house, the “third basket” 
provision, levying heavy sur- 
taxes on so-called closely held 
corporations, was _ knocked 
from the bill. 


Profits Tax Death 


Plotted In Senate 


N.P.N. News Bureau 
WASHINGTON, March 14.— 
Although the House retained 
“only the skeleton of the undis- 
tributed profits tax” in the rev- 
enue bill it passed late last week, 
Chairman Pat Harrison of the 
Senate Finance Committee, 
which began consideration of 
the measure today, declared “its 
remains will haunt business.” 
Reports that the Senate has a 
sharp knife whetted for the un- 
distributed profits tax measure 
were given substance in the 
statement by Harrison that flat 
removal of the undistributed 
profits tax ‘and return to a suf- 
ficient flat corporation tax is 
preferable. It is simpler and 
more understandable.” 
Harrison also said that the 
capital gains provisions of the 


seteteenie 


bill as passed by the House 
should be revamped to substi- 


tute a flat rate for the present 
| sliding scale. 


As passed by the House, the 


| bill provides a general income 


tax on corporations ranging 
from 16 to 20 per cent, depend- 
ing on the amount of dividends 
distributed. 

Corporations with incomes of 
$25,000 and less, not subject to 
the general corporation tax rule, 
would be subjected to income 
taxes ranging from 12.5 to 16 
per cent, under the house bill. 

The House also revised the 
capital-gains tax, still on a slid- 
ing scale, in a manner calculat- 
ed to stimulate the taking of 
gains and the reinvestment of 
funds, and added a provision un- 
der which corporations can 
make a new declaration of cap- 
ital stock, for capital stock tax 
purposes, every three years 
ginning with June 30, 1939. 

The “third basket” provision, 
levying a 20 per cent surtax on 
so-called “closely held” corp 
tions, was Knocked from 
bill by a recalcitrant House 
fore passage, and it is not likely 
to be reinserted, in the present 
mood of the Senate. 


Harrison Hits Profits Tax 


The Harrison statement g- 
gested taking the capital gains 
provision out of the House bill 
“by taking capital gains out of 
the general income provisions 
and applying a flat rate of about 
15 per cent on all capital gains 
from sales of property held over 
one or two years,” and said such 
a revision will “encourage new 
investment and melt much froz- 
en credit.” 

“I have a conviction,” Harri- 
son declared, “that if there is a 
sit-down strike upon the part of 
capital because of fear or the 
uncertainties of investment, that 
we should break it up, if possi- 
ble, and that effective work 
should be done toward removing 
some of the barriers that are 
checking the flow of capital an 
credit into new investments an 
new industries.” 

Despite the “licking” the t! 
basket provisions took in 
House, it is understood the 
ministration is preparing 
send to the Capitol some spe 
legislative proposals design¢ 
plug so-called tax loopholes 
it regards present tax provisio 
as applied to closely-held 
porations. 

At his press conference 
veek, the President insisted | 
Title IB, the “third basket” 
not a penalty tax, but merel) 
tax to end special privilege 
where they exist under presen 
law. He explained by pointin; 
to Mr. A and Mr. B, both in th 
higher income brackets, ! th 
making the same amount ol 
money in dollars, and said they 
ought to pay the same amount 
of tax to the government. 
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Majors Violate 


Patman Law, Is 


Jobbers’ Charge 


COLUMBIA, 8S. C., March 14. 
—An investigation of major oil 
companies operating in South 
Carolina on charges of violating 
the Robinson-Patman law 
against price discrimination was 
urged in a resolution adopted 
March 9 at a meeting here of 
the South Carolina Independa- 
ent Jobbers Assn. 

The resolution, directed to 
the Federal Trade Commission, 
Attorney General Homer S. 
Cummings and members of the 


South Carolina congressional | 


Opposed In N. J. 


dis- | 
counts to commercial consumers | 


delegation at Washington, 
charges the major companies 
with giving “excessive” 


and “favoring” certain retailers, 
resulting in discriminations 
against jobbers and dealers. 

Briefly, the charges were: 

That the major companies 
sell to commercial consumers 
at 1.5 cents—and more—below 
the price charged service sta- 
tion operators in the same 
trading area, who often take 
larger quantities than the con- 
sumer. 

That the major companies, to 
gain a large retailer’s account, 
pay, a rental for equipment “out 
of all proportion to its real 
value.” 

That the major companies 
“in divers of instances charge 
one service station operator a 
rental of 1 cent or 1.5 cents per 
gallon, and a minimum ‘flat 
rental for a service station, and 
on the other hand furnish an- 
other operator in the same trad- 
ing area a fully equipped service 
station, rent free or for a nom- 
inal rental.” 

That the major companies 
furnish free storage tanks and 
dispensing equipment to com- 
mercial consumers and make 
deliveries in small quantities. 

The South Carolina resolu- 
tion contends that the effect of 
the alleged discrimination in 
favor of commercial consumers 
is to “injure, destroy and pre- 
vent competition with the com- 
pany granting the discrimina- 
tion, in that except for this dis- 
crimination in price between 
the two purchasers, many of 
the commercial consumers, both 
large and small, would purchase 
lrom the service station dealer 
and pay him a reasonable profit 
for his services, rather than go 
to the trouble, expense and risk 
of storing, handling and dis- 
bensing their own gasoline.” 

Coupled with the “discrimina- 
tions,” is the fact, according to 
the resolution, that prices 


| automobile 


| charged the jobber are so near 


those granted to commercial 


/consumers in his own trading 


area that the jobber cannot 


compete with his own supplier 


on this type of business. 
The resolution concludes 


New Bill Proposes RFC Loans 





with the prayer that “a very) 


thorough investigation (be) 
made by the FTC or the Attor- 
ney General of the U. S. and 
such steps taken as may be 
necessary to bring such policies 
and practices to an end in the 
State of South Carolina so that 
these corporations, incorporated 
and paying taxes to the State 
of South Carolina, may be free 
to do business and not be handi- 
capped by such unhealthy prac- 
tices.” 


Oil Price-Fixing 


By Tele type 
N. P.N. News Bureau 

NEW YORK, March 15. — 
United opposition of oil com- 
panies, consumer and business 
groups to New Jersey HB 185, 
to regulate retail oil marketing, 
was voiced at a hearing in Tren- 
ton, N. J., which lasted nearly 
all day March 14, according to 
word received here. 

Chambers of Commerce from 
fifteen cities, virtually all of the 
gasoline supplying companies, 
clubs, the state 
grange, and, strangely enough, 
four or five dealers, appeared 
against the bill, it was said. 

This bill was sponsored by re- 
tailers who centered their plea 
for its passage on present retail 
marketing conditions in the 
state, which they contend are 
so demoralized that they cannot 
survive. 

A substitute bill (S 261) a 
simple price posting law, was 
recommended at yesterday’s 
hearing in preference to HB 185. 

The latter bill, which was the 
principal subject of the hearing 
which was held before the as- 
sembly judiciary committee, 
with Oscar Wilensky, Passaic, 
N. J., presiding, provides for the 
establishment of a four-man 
board of ex-retailers to be ap- 
pointed by the governor, the 
president of the Senate and the 
speaker of the House. 

This board would be empow- 
ered to fix retail gasoline prices 
and grade gasoline as it saw fit. 
The bill requires price posting 
and adherence to such posting, 
forbids selling below cost, lot- 
teries, prizes or games of 
chance. 

The board would be given 
wide powers to investigate, hold 
hearings, subpoena books, per- 
sons and papers, and to insti- 
tute prosecutions. It also pro- 
vides for penalties and the revo- 
cation of licenses. 


By Teletype 
N. P. N. News Bureau 
WASHINGTON, March 15. 
Senator Arthur Vandenberg, 
Michigan, has introduced a bill 
(S 2640) to teconstruc- 
tion Finance Corporation loans 
for development 
projects. 
The bill 
RFC act to 
among other 
chemurgic industry,” 
fines chemurgic as “that 
branch of industrial art which 
chemically processes annual or 
perennial farm crops, including 
forest products, for non-food 


allow 


of alky-gas 
would amehd 
permit loans 
things, 


the 
to, 

“any 
and de- 


uses.” It has been referred to 
the Senate Agriculture Com- 
mittee. 

In introducing his bill Van- 
denberg said that it would 
“specifically make the re- 
sources available to immediate 


development of greater indus- 
trial use for farm commodities.” 

In this field, he said, lies the 
greatest, most practical and 
most effective opportunity for 
both farm relief and unemploy- 
ment relief. 

Congress approached this 
field in the new agriculture bill, 
which makes $4,000,000 annu- 
ally available for four regional 
research laboratories into indus- 
trial uses for farm products 


Discuss Alky-Gas Plant 
For Sioux City 


CHICAGO, March 14. Fina] 
plans for the power alcohol dis- 
tillery to be constructed at 
Sioux City, Iowa, by the Chem- 
ical Foundation were discussed 
at a meeting last week of the 
Chamber of Commerce Agrol 
committee and Dr. Leo M. Chris- 
tensen and Leon Champer, of 
the Foundation, according to re- 
ports received here. 

Dr. Christensen said that bids 
were being taken on $250,000 
worth of machinery and that the 
plant will be in operation to 
utilize 1938 farm crops. 

The Sioux City power alco- 
hol project started in Decem- 
ber with announcement that the 
Chemical Foundation planned to 
build the first commercial plant 
here, spending $500,000 on the 
distillery and dry ice plant. 

As evidence of cooperation the 
Sioux City area was asked to 
produce a daily market of 3000 
gallons of Agrol fluid, which is 
being promoted by the Chamber 
of Commerce, to provide a mar- 
ket for the plant. 





For Development of Alky-Gas 


(N.P.N. March 2, page 30), but 
added that “there is no need to 
wait for research in at least 
eight broad fields, where suc- 
cessful pioneering is finished 
and where a tremendous expan- 
sion of industrial and agricul- 
tural activity is possible as soon 
as adequate capital is made 
available.” 

One of these fields, the Michi- 
gan senator said, was produc- 
tion of alcohol for motor-fuel 
blends, asserting: 

“Competent experts declare 
that if a 10 per cent alcohol 
blend were used nationally, it 
would ultimately require 1000 
agrol plants having a capacity 
of 10,000 gallons each daily, 
based on the successful experi- 
ment at Atchison, Kans. As- 
suming that one-fourth of the 
raw materials are supplied 
from tuber crops and _ three- 
fourths from cereal crops, at 
least 25,000,000 acres would be 
put to new and profitable use 
in the final development.” 


Mississippi To Begin 
‘Gas’ Grading, May 1 


JACKSON, Miss., March 14.— 
Mississippi’s inspection and 
grading law for petroleum prod- 
ucts, signed March 10 by Gov. 
ernor Hugh White, becomes ef- 
fective May 1. 

The new law vests with the 
Motor Vehicle Commission the 
power of enforcing regulations 
set forth in the act. Minimum 
specifications for three grades 
of gasoline, kerosine and trac- 
tor fuel are prescribed. 

The commissioner may also 
set minimum specifications for 
special gasolines, fuel and die- 
sel fuel oils. 

Regulations governing deliv- 
ery and marketing of petroleum 
products, including posting of 
prices, are also laid down. 

Detailed specifications of gaso- 
line as set forth in the recently 
enacted law were given on 
Page 9, NaTIONAL PETROLEUM 
News, March 9. 


Arkansas ‘Gas’ Tax Bills 
By Telegraph 
LITTLE ROCK, Ark., March 
is Companion bills providing 
for a two-cent reduction in Ar- 
kansas’ gasoline tax have been 
introduced in the Arkansas leg- 
islature. Both HB 9 and SB 17 
would repeal present 6.5 cent 
tax and assess a 4.5 cent tax on 
gasoline. 
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Dirty Station to 


Motorists 


Means Unsafe Toilet Inside 


(Continued from page 9) 
lishes Minimum Profit Stand- 
ards for Appearance and Good 


Housekeeping Only for the 
outside of the station. 
Nearly all of these outside 


standards call for only a little 
effort on the station attendants’ 
part to keep things in order. In 


fact the only place the suggest- 
ed standards call for the ex- 
penditure of a single penny is 
in the event a_ station has 
neither a broom, or a mop. 

These could be properly called 
the Don’t-Cost-A-Penny Mini- 
mum Profit Standards. Here 
they are: 


! 
| 
} 
4 
| 


| 
| 


| 
| 
| 


Attendants’ street clothing and miscellaneous stock kept out 
of sight in closet or storage room. 


Pit or lift well cleaned after each job. 
Lubritorium floor cleaned after each job. 
Lubritorium walls, ceiling and floor well painted. 


Stock of tires, batteries, and accessories neatly arranged and 
CLEAN. 

Work bench cleaned off after each job and tools put in proper 
place. 


Grease guns in proper place on clean rack when not in use. 
High-boys with no oil spillage on top, front or sides. 
Container for oily rags and rubbish freshly painted and with 





a lid or self-closing top. 
| Waste basket in office. 
Comfortable and CLEAN chairs for customers. 


Window displays that are timely, and not piles of a mixtu 
of winter and summer items. 


All miscellaneous items, not necessary to the immediate job 
of serving customers, out of sight, including such items :; 
brooms, mops, step ladders, and overalls. 

Lamp bulbs in good condition and light fixtures clean. 

Lubritorium and other service bay entrances unobstructed. 

No odds and ends lying around, such as old second-hand tires, 
scrap parts, junk, or old batteries. 

Compressor clean, and located where noise will not interfere 
with conversation with customers. 






































Minimum Profit Standards 





| 
For Station Site... | 


No empty cans, rags, or rubbish on drive. 
Curb and drive edges clean and whitewashed. 

No wet or dried grease or oil spots on drive. 

Floodlight reflectors clean, lights in good condition. 

Pump island clean and whitewashed frequently. , 
No discarded cans, pails, or rags on pump island. 
Pumps washed frequently. | 
Pump hose free from leaks and not frayed. 
Pump globes and lights in good condition and clean. 
Fence, wall, hedge, or garden in well kept condition. 
Air hose picked up and in good working order. 
Curb and street signs freshly painted and well lighted. 
Fill box openings painted and free of dirt. 


4a 





| For Personnel... 


Uniforms and caps CLEAN. 
Attendants clean-shaven. 
No dirty rags in attendants’ pockets. 


For Station Building (Exterior)... 


All unsightly and poorly painted signs eliminated. 
Building surface free from splatters. 

No chipped or broken exterior wall surfaces. 

Roof in good condition. 

All empty or unkept cans, barrels or boxes out of sight. 
Windows clean. 









For Station Building (Interior)... 


Walls, floors and ceiling clean, with no grease spots. 
a] 5 
Office equipment well kept, with no loosely filed papers in 
evidence. 
Manager’s desk clean, with no milk bottles, coffee cups, news- 
papers, rags, lunches, or tools in evidence. 
Conservative use of signs, cards and wall charts. 








; 

Gach eat. more than one-half 

{ . million people in the Unite 

\. States consult a doctor for 
recently contracted syphilis. 

An equal number contract 

syphilis each year but do not 
consulf a physician until 
the late crippling forms of 
the disease develop 


MINIMUM PROFIT STANDARDS 
For Service Station Toilets and Wash Rooms 


The keystone of the Clean Station is the Clean Toilet. 


In last issue NATIONAL PETROLEUM News published its 


Its 











Minimum Profit Standards for service station toilets and - Syphilis can be controlled 
: : ‘i 2 only when the infected person 
wash rooms. Here is the check list again—tomorrow’s is properly treated 
standards but being accepted today by the stations most CONSULT YOUR PHYSICIAN 
alert for profits: 
All toilets in Good Repair. 
Wash bowl fixtures in Good Repair. 


Toilet and wash bowls Spotiessly clean. 
Toilet seat freshly painted and clean. 
Floors, walls and ceiling clean. 

No litter in the rooms. 

Do not use rest store Anything. 
Rooms and fixtures inspected, Frequently 
Clean rest rooms at least Once a Day. 
Supply soap and towels (paper towels at le: 
Rooms should always Smell Clean. 
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Here’s one of the striking posters which the U. 8. Public H Y 
is distributing to call attention to the prevalence d 


danger of syphilis 
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- Fear of Dirty Toilets Grows 


With U. S. Drive on Syphilis 





N. P. N. News Bureau 
WASHINGTON, March 14.— 


The old “taboo” on the mere 
mention of venereal diseases, 


and syphilis in particular, has | 
been lifted like the curtain of | 


a theater in the past year and 
a half, and people of the U. S. 
have been made aware there is 
actually a “problem,” to be dealt 
with not in secrecy but in en- 
lightened measures for preven- 
tion and treatment. 

Nearly every newspaper in 
the country has lifted the ban 
that “tradition” and “public 
opinion” 
setting the words descriptive of 
these diseases in type, and to- 
day we read of the syphilis 
campaign in the news columns, 
handled in the same forthright 
manner in which the papers 
would handle stories of any 
other campaign to wipe out a 
blot on their cities’, or nation’s 
name. 

A set of posters, prepared by 
the U. S. Public Health Service, 
has gained wide distribution 
through state and local health 
associations, clubs, and even in- 
custries. The posters point out 
in large type that “Syphilis 


ithat belief 


of which they knew little, said 
less, but feared greatly, for 


| years—ever since the first prin- 


ciples of sanitation. 


The scientific accuracy of the 
public belief that syphilis may 
be contracted from unclean 
toilet seats and restroom fa- 
cilities is open to question— 
some doctors say the possibili- 
ties of contracting the disease 
in this fashion may be less than 
one in a thousand. Nevertheless 
is strong in the 
minds of a great many people, 
to the extent of affecting the 


| Stations they patronize. 


had erected against | 


'Parran, head of the U. S. Pub-| 
lic Health Service, and probably | 
/more responsible than any other | 


i 


'born dead because of 


strikes one out of ten adults,” | 


that “8O per cent may be cured 
during the first year of infec- 
tion,” and urge that syphilis vic- 
tims get treatment from com- 
petent medical doctors, rather 
than trying to treat themselves. 

Over the radio are heard 
speeches describing the cam- 
paign, telling of the prevalence 
of syphilis, of its growth every 
year, and of methods for com- 
batting its spread. 


People Awakened 


Through all of these, and 
other channels as well, the 
American people are becoming 
caily more aware of diseases of 
Which a few years ago no 
“nice” person would speak, un- 
less he were a doctor and then 
Only in the sanctum of his 
office. 

No one can argue that such 
widespread publicity is not hav- 
ing its effect on Mr. and Mrs. 
Public. To the oil industry, Mr. 
and Mrs Public’s other name 
is Mr. and Mrs. Motorist, so far 
as the bulk of sales of this in- 
dustry’s products are concerned. 

It is at the filling station that 
Mr. and Mrs. Motorist contact 
the oil industry, get their im- 


pressions of this industry, as 


well of its individual units, 


Which, to them, are individual | 


filling stations. 

Ordinary filth has been asso- 
ciated in the public mind with 
those tabooed venereal diseases 


“Half Innocently Infected” 


Surgeon General Thomas 


one man for the awakening of 
public consciousness to 


syphilitic children and babies 
it, and 
those infections which are ac- 
quired by casual contact with 
the infection, “at least half of 
our cases are innocently ac- 
quired.” 

The growth of this campaign 
to stamp out syphilis, from its 
inception in 1936, when Dr. 
Parran wrote articles describ- 
ing the results of a series of 
tests and treatments, and plead- 
ing that the bars be let down 
so that this problem could be 
dealt with as any other disease, 
is best grasped by envisoning 
a snowball started rolling down 
a long hill. 

In 1926, 


when Dr. Parran 


i|was assistant surgeon general 


in charge of the study of vene- 
real diseases, he was _ instru- 
mental in formation of a Co- 
operative Clinical Group, made 
up of leading scientists from 
five of the country’s big clinics. 

Before this group began its 





“REGISTERED 
REST ROOMS” 


One oil company, The 
Texas Co., early this spring 
embarked on a campaign to 
enlist dealers’ efforts to 
clean up station rest rooms 
and toilets. It will register 
their rest rooms, inspect 
them to see that its standard 
is maintained and will soon 
advertise extensively to the 
motoring public to stop at 
these registered rest rooms. 

This company’s plan for 
inspection of rest rooms is 
described in an article on 
page 33 of this issue. 








the | 
menace of syphilis, says he esti- | 
|mates that, including congenital | 





work, doctors attacking the 
problem had no idea of the pre- 
valence of syphilis, so Dr. Par- 
ran, working with them, started 
a series of “prevalence and 
trend” studies, working in se- 
lected cities to get records and 
reports. These kept up for 
more than seven years, at the 
end of which time, despite the 
old “taboo” which in actuality 
at times caused doctors sus- 
pecting the disease not to re- 
port their patients as suffering 
from it, Dr. Parran was able 
to estimate that 518,000 new 
cases and 598,000 advanced 
cases are reported each year 
over the country. All these 
studies, and the facts learned 
from them, formed the factual 
basis for the Parran articles, 
which after first publication, 


| were syndicated by one of the 
| publishing magazines and ran 


serially in 175 newspapers. 
Requests for reprints started | 
coming in. State health offices, | 
now that the bars had finally | 
been dropped, took up the fight 
which by this time had become | 
a campaign. At this time the) 
Public Health Service had no 
public relations officer, and the| 
requests for additional informa- | 


tion on the campaign were 
handled by the staff of the 


Service in the time it could be 
spared from other duties. 


In February last year a pub- 
lic relations man was named 
for the Public Health Service; 
it was realized that the demands 
for more and more information 
on the syphilis campaign could 
not be handled without someone 
to “head them up.” 


Clubs, discussion groups, or- 
ganizations from all parts of 
the country sought literature, 
speakers, if possible. News- 
papers dropped their taboo. A 
set of posters was drawn and 
offered for sale at 75 cents per 
set of six—and they have been 
widely distributed. In all prob- 
ability another set will be pre- 


pared and offered later this 
year, Health Service officials 
say. 


Meanwhile, the group of “ac- 
tive” participants in the cam- 
paign has grown from hundreds 


to hundreds of thousands 
from Dr. Parran and his staff 
here in Washington to the 


Federation of Women’s Clubs, 
one of the first large organiza- 
tions to get behind the drive. 
No one here will estimate the 
vast number of doctors, nurses, 
visiting nurses, social workers, | 
and others who have “enlisted” 
in this campaign. 


Bills have been introduced in 
Congress which would aid 
states in the work of prevention 
and cure of syphilis. These bills | 
introduced in the Senate by Sen. | 
La Follette and into the House | 
by Rep. Bulwinkle last January | 
would “impose additional duties | 
upon the Public Health Service | 


in connection with the investi- 
gation and control of venereal 
diseases.” 

As amended, the Senate meas- 
ure would appropriate $3,000,- 
000 for the year ending June 30, 
1939, and $6,000,000 for the year 
ending June 30, 1940. From this 
allotments would be made to 
states and other political units. 
For administration a division of 
Venereal Diseases would be 
established in the Public Health 
Service. 


Broad Powers For 


FTC In New Law 


N. P.N. News Bureau 
WASHINGTON, March 14. — 
President Roosevelt’s signature 
within a few days is expected 
to make law of the Wheeler-Lea 
Federal Trade Commission Bill, 
giving that government agency 
broadened powers and in gen- 
eral intended to speed up its 
proceedings. 

The conference report on the 
measure was agreed to late to- 
day by the Senate. It had al- 
ready been adopted by the 
House. The bill was introduced 


'at the last regular session of 


Congress, early in 1937. 

Main features of the bill are 
provisions limiting appeal from 
FTC orders, thereby expediting 
final action; broadening the FTC 
authority to include “unfair acts 
and practices in commerce” as 
well as “unfair competition” 
which is covered in the present 
law, and placing control of food 
and drug advertising under FTC 
authority. 

The “broadening” feature has 
been sought in the past two an- 
nual reports of the FTC, which, 
under the present law, must 
prove injury to a competitor in 
order to enforce action against 
a person or firm, although the 
action may be aimed at con- 
sumer protection. 

Under the new law, it will be 
necessary only to show that 
the “unfair acts or practices” 
harm consumers. 


Gasoline Pump Shipments 


WASHINGTON, March 14. — 
Shipments of gasoline pumps 
by American manufacturers 
slumped in January, compared 
with December and also with 
January a year ago, Census 
Bureau figures show. Shipments 
of all types of pumps in Janu- 
ary totaled 5652 units, compared 
wih 6725 in December and 8983 
in January 1937. 


At the same time, shipments 
of hand-operated pumps _in- 
creased from 393 units in Janu- 
ary a year ago to 450 in De- 
cember and 476 in January 1938. 
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One Plank in a Platform 
For a Sounder Oil Industry 


Broader tank car markets. 

More refiners, including majors, selling in those markets 
and more jobbers buying in them also. 

Both buyers and sellers Daily making completed sales 
for prompt shipment of unbranded products. 

Special Note—We have not been able to find an Open Spot 
Market transaction of lubricating oil between Pennsylvania re- 
finers and jobbers in many months. We have had to show 
refiners’ quotations and we are plainly labeling them so. There 
isn’t any open spot market there between refiners and jobbers 
any more. The Oklahoma Group 3 gasoline market is almost 
that non-existent these days. 


- 








Defeat of Fuel Oil Tax 
May be turn in Hi-Jacking? 


By WARREN C, PLATT, Editor 


As raw, cruel and high handed a job of hi-jacking as 
this country has probably seen in a long time came to an 
end last week when the House at Washington voted down 
the one-cent a gallon tax on fuel oil. 

That action brought John Lewis, Joe Guffey, and their 
political crew and the coal crowd hard up against the realiza- 
tion that, while this democracy of ours can be bullied and 
bluffed and demagogued into all sorts of foolish and unjust 
things, there comes a time when the American people finally 
rebel. 

Only 25 representatives supported Lewis, Guffey, Boland 
et al, when Boland tried to fasten the already committee- 


rejected fuel oil tax onto the general revenue bill. Congress- 


man Boland, from Pennsylvania, the author of the bill, tried 


to stir up sympathy about “insidious propaganda” against the 





tax. What Boland was crying about, of course, was that his 
bil! could not stand up against the truth and the sense of 


i. 


justice of the American people. | 


We hope this publicly marks the turning point where 
bullying minorities can grab what they wish out of state 
and federal government capitols. Minorities have been rush- 
ing to the “law” for help and special privileges and state 
and national administrations have,been handing out the privi- 
leges on demand until they seem to think it is not only their 
constitutional right but their God-given right. 


This fuel oil tax was as cold blooded an effort to Steal a 
privilege as has occurred in years. Lewis was going to grab 
more employment and more pay for his coal miners, whose 
funds are supporting CIO activities of at least doubtful fair- 
ness against the rest of the country. Guffey was getting 
more political strength and Boland was just picking a few 
votes or paying for the ones he already has received. Roose- 
velt had seemingly backed the deal but had not come out 
openly for it. 

They were all ganged up for what purpose? To send 
mother back to the coal cellar and the ash pile to shovel dirty, 
dusty inefficient coal into that furnace. 


Why The Pennsylvania Probe? 


As this crowd is so dominant in Pennsylvania politics 
one cannot help but have a feeling of uneasiness and skepticism 
over the eventual good faith and character of the investiga- 
tion now being conducted by a special Pennsylvania legisla- 
tive committee into the oil industry’s affairs. 

While the committee hasn’t done anything so far but ask 
for information it has asked for so much, far more than even 
a committee of well-informed oil men could assimilate in any 
reasonable time, that one is just naturally suspicious as to 
what is the objective and who is back of the probe. At pres- 
ent the investigation is held up by an injunction. Perhaps 
the defeat of the Pennsylvania gang’s fuel oil tax grab may 
cause “the gang” to let the investigation take a natural and 
fair course? 

However, we have been wondering for quite some months 
if this Pennsylvania gang had invoked the investigation for 
the purpose of getting a gun into the‘ oil industry’s middle, 
in order to make it stand and agree to the fuel oil tax? 

Our political bullies think of some pretty clever things. 


*% * * 





Fight, That Small Business May Live 


It looks now as if the Roosevelt's administration's ef- 
fort to kill small business, under the guise of trying to 
penalize “big tax dodgers” has failed. 


Chairman Harrison of the Senate’s powerful finance com- 
mittee announces that he will not stand for even the 
emaciated undistributed profits tax just enacted by the 
House. Harrison, who has not been a particularly ardent 
follower of Roosevelt, presumably has been counting noses 
in the senate. 

The state oil marketers’ associations are to be thanked 
for their excellent efforts toward the defeat of this compecti- 
tion-killing tax. These associations have been fighting the 
tax ever since it was first proposed. However, the oil asso- 
ciations should not take victory for granted even with the 
support of Senator Harrison. The administration seems still 
to be fighting desperately to inflict this tax on small business. 
So more resolutions and more pressure on senators is in 
order. 

The oil men should not forget that it was the same 
gang that tried to hi-jack the country for the fuel oil tax. 
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Make the Local Agents 
Pay for Their Own Follies 


Said Independent Oil Jobber Horton of Oklahoma City 
last week: “If every local agent of every major oil company 
had to go down in his pocket and fork up the money he 
lost or make a note like the poor Independent, how 
difference we would have in our local price situations.” 

Yes, yes, go on Mr. Horton and add that, if every major 
oil company division manager, and every major oil company 
district manager and every general manager and every vice 
president in charge of marketing, were put on the same profit 
and loss basis, at least as to their own compensation, how 
much different marketing would be. 

And then we could go a bit down the other road, too, 
and say there would also be considerable difference if every 
dealer had to pay for all his follies, as more of them do 
today, and, if every jobber knew that he would not get any 
‘protection” if he gave way to some nonsense, what a dif- 
ference there would be. 


nuch 


] 
' 


More and more, all up and down the line of employ- 
ment, industries are paying people for what they accomplish 
toward net profits and penalizing them when they head to- 
ward losses. The oil industry grew so big and in so short 
a time that it has not gotten down to that sound business 
basis yet. 


What has been wrong with our oil and gasoline market- 
ing throughout the industry has been too much letting “the 
market” make the price and little or nothing of the individual 
setting his own price and then trying to get it. In fact, even 
the small refiner, of the handful who are the open spot tank 
car market, seldom if ever makes his own price. 


He generally 
takes yesterday’s “market.” 


Then the majors and the semi-majors—whoever they 
are—base their contracts on the “open spot market’’ price 
of the Independent refiner who had conveniently taken 
“vesterday’s price,” then the jobbers and the major’s agents 
and the dealers sell at or below the “competitor’s” price and 
then along come the tracksides and “unbranded” and the co- 
ops, and insist on selling below all the others, so who in Sam 
Hill is there to ever raise the price? 

Some times, despite our Harvard-bred assistant attorneys 
general and our Harvard-bred chief executive, an industry 
has to get its prices raised but the way this oil industry is 
set up, every one, except the poor stockholders, gets paid for 


putting prices down as much as up. 


What the industry needs is a profit sharing and a LOSS 
SHARING set up, a loss sharing that goes into effect im- 
mediately when the individual in the sales department has 
nade an unwise decision. We have yet to hear any good 
reason why it cannot be done. In fact, some « 

I 


} mn donino it 
VEC TI ings at 


ympanies have 
Yr some years and seemingly with great suc- 
cess. We wish they would let us tell the industry about it. 


ma 


Every single operation of every business, just as a 
m: 


matter of good management, should be on its own profit and 
loss basis. 





Birthday Card fer Freedom 


In these days, when so many people are appealing to 
Washington to do their thinking and to run their businesses 
for them, the rest of us should journey out to Enid, which is 
out in that western part of Oklahoma tha 


you can see your neighbors for a score of miles around but 


is so flat that 


where you also have enough room at your elbow and in your 


back yard that you can still mind your own affairs and en- 


When we get there we will ask the natives if we can’t 


1 "YY ¢ ha hirth str tt. + +} PHL fry yi) 
} yur names on a big birthday card that the folks for mile: 
ay . tornar } thar Aay al : jm —— 
around signed the other day to an old timer who had just 


turned 70 years. But maybe they won’t let us easterners write 
on their card, for they sometimes view us with a bit of sus- 
picion and fear that we just want to run a little more wire 
f » around them. Out there they are a long way from 
Washington and they want to stay right where they are. 
So we had better bring an acre or two of pasteboard for our 
card, for we will need a big one to hold all the names 
that will be signed to it from this oil industry. 

However that may be, we came to Enid to put on a birth- 
party of our own, so we can lug our own card around 
the corner and up the one flight of stairs to the second floor 
Ofiice of this old timer and tell him something of what we 
think of him. 


‘oe 


We could tell him, with all honesty, that there have been 
a lot of men, much like him, in this oil industry and that is 
What has made it the individualistic kind of a business it is. 
We could tell him we have always admired a good two fisted 
individual who knew his own mind and wasn’t a bit against 


peaking it, whether we always agreed with him or not; a man 


Who, like the other leaders of the industry, built their own busi- 
nesses by their own efforts and ran those enterprises them- 


Selves by the rules of sound business and square dealing; a 


man like so many of the pioneers of the west who only wanted 
Tules to see fair play like those the old Anti-Horse Thief 


Association used. to enforce in his early days, and the rest 
of the time would look out for himself and make his own 
keep and found. 

Well, about that time we might have to fiddle with our 
small eastern style hat, because you kind of run out of those 
kind of words when you get out where the air has been cleaned 


by a lot of wind and sunshine. A college degree in words and 
phrases doesn’t look very big in that country. 

So we'll just hand him our birthday card too, and say 
wa } 


hope he continues to run his own business for as many 

more years as he wants because that is going to continue to be 

a good example to the rest of the oil industry, yes and the 

rest of the country. His staying in it will help cheer up those 

of lesser heart who at times may feel like succumbing to the 

wiles of Washington; and, from the looks of this westerner 
| be 


: ; loys ¢ svt) toni 
we judge ne Will 


tending to his business for a good many, 


re years too. 

Oh, yes, the name on that card that we know the whole 
industry would gladly sign if it had the chance is H. H. 
Champlin, pioneer of Oklahoma, banker, oil man and one of 
that kind that we have feared at times are disappearing from 
the earth, but maybe not—one of those who just build busi. 
W.C.P. 


A Hand for General Markham 


ness, come what may. 


The oil industry should ask its American Petroleum 
Industries Committee and allied state committees and chief 
executive officer General Markham, to step up to the foot- 
lights and take a bow for its share in the defeat of the fuel 
oil tax. The general has always followed the policy of keeping 
away from the bright lights and maybe he will now. His 
is an unique organization because it lives and sleeps and 
eats and fights taxes against the oil business—taxes and noth- 
ing else. And it does it by providing the facts only. 

Some day the American public may realize that its great 
awakening against the tax problem is due to quite an extent, 
to say the least, to this oil industry organization against 
unfair taxes. 
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lows the court to review prob- 
able basis for the suits, was set 
for March 29. 

Companies named in the “ge 
are Gulf Refining Co. and B 
Goodrich Co.; The Texas ike 


Oil, Tire Firms 
and B. F. Goodrich Co., and the 


Case 4 st Detroit Standard Oil Co. (Indiana) and 


a Citrin-Kolb Oil Products Co. 


Hearing Set On 


in- 
DETROIT, March 15. 
rubber 

with 


Five 
companies 
unla 


oil me 


charged wful con- 


— Pop; Price Up 


YETROIT, March 15.—Gor- 
don ee operator of a filling 
station at Log Cabin and Mc- 
Nichols Roads, Detroit, was re- 
ported posting the price of 
18.5¢c per gallon for gasoline to- 
day, after two 
Saturday night 
dial of a pump. 


trade 
ran law will have a 


spiracy in restraint of 


under Michis 
hearing before Recorders Judge 
John P. Stallen March the 


court clerk sa 


29, 
id today. 

The five companies’ were 
three criminal 
filed by the Wayne County 
troit) 


named in suits 
(De- 
prosecutor’s office at the 
of the 


‘alers Assn. 


peppered the 

Saturday and previously, Lew- 
in had a large sign advertising 
6 gallons for 99 cents. Lewin 
was reported to have said that 
he had received several visits 
from dealers requesting him to 
raise his price, but he refused. 


instigation 
line D 


Gaso- 
of Michigan. 
As 
May- 
com- 


tetail 


The suits charge, in effect, 
sistant Prosecutor Paul 
that the 


gasoline 


rand said, oil 
at 
prices to the rubber companies, 
which companies in turn sold 
gasoline to dealers merchandis- 
ing tires at than the gen- 
erally tank wagon 
price. 

These favored 
kin P. Peck, 
secretary 


panies sold jobber 


Japanese Navy Bids 
N.P 
LOS ANGELES, March 12. 
Hancock Oil Co. was reported | £ 
low bidder on two cargoes, ap- 
proximately 150,000 barrels, of 
Japanese Navy Fuel Oil A, for 
said. in turn under- lifting beginning in April. The 
sold dealers buying direct from C°MPany’s bid was reported as 
the oil companies. Neverthe- 4 flat price of $0.91 per barrel. 
less, according to the The Texas Co. (California) 
tions, gasoline deliveries were Was a close second with a re- 
made direct from oil company ete price of $0.915 on about 
tank trucks to the serviee sta- barrels, and bids of 
tions in all cases, so that the companies ranged up to 
effect, it was charged, was price $1-04. Prices are f.o.b. seller's 
discrimination in restraint of @ock. Japanese inquiry called 
trade. for a total of some 375,000 bar- 
The oil and jobber or rels. 

companies were arraigned 
March 8, entered non-commital 
pleas of stand mute, and asked 
for an examination. The exam- 
ination, which similar to 


less 
prevailing 
dealers, Ran- 
dealer association 


allega- 


ot her 


rubber 

The product carries a mini- 
mum 16 gravity specification 
and requires appreciable addi- 
tion of gas oil by 


is facturers. 





Soap And Elbow Grease Remains 


One of the Best “Sales Talks” 


DALLAS, Texas, March 14. An appeal for all Texas 
citizens’ co-operation in a campaign to clean up rest- 
rooms used by the public in cafes, taverns, filling sta- 
tions and retail establishments in Texas has been broad- 
cast by Dr. George W. Cox, state health officer. 

Pointing out that the state is so large and the funds 
available for the state health department so small 
that the frequent inspection of all public restrooms is 
impossible, Dr. Cox has asked that citizens not only 
complain of unsanitary conditions but also that they re- 
port violations to the health department at Austin. 

The Dallas News, commenting editorially on the plea 
for co-operation, stated in part: 

“Better enforcement of regulations for public rest- 
rooms, especially in filling stations, is one step Texas 
will have to take if a large tourist trade is to be de- 
veloped here.” 
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shotgun shells) 
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OperatorLeasing 
Station 6 Months 
Is Not ‘Employe’ 


(Continued from page 9) 
provisions that the lessee was 
entirely free to carry on his own 
business without any direction 
or control on the part of the sup- 
plying company. The operator 
was also prohibited from hiring 
anyone in the name of the com- 
pany and was himself barred 
from participating in the com- 
pany’s retirement plan. 


“He’s An Employe” 


Circumstances by" the other 
case (S. S. T. 267), in which the 
opel rator was hel a ‘to be an “em- 
ploye”—-with the supplier liable 
for the social security taxes on 
the operator’s income as well as 
on payments made to helpers 
-d by the operator—differed 


In the first place, the prices at 
which the operator could sell 
gasoline were specified by the 

supplier. That, alone, was 


| to grant credit. 


enough to make the contract dif- 


ferent from usual arrangements 
under the so-called Iowa Plan oi 
Dealer Marketing Plan. 

The sales contract could be 
terminated by the supplier with- 
out notice. The operator was 


, permitted to sell only for cash, 


except when specifically author 
ized in writing by the company, 
No products o! 
a competitor could be sold. 

Rental was on a gallonage 
basis under a month-to-mont! 
lease, which could be terminat 
ed without notice if the lesse: 
failed to operate the station to 
the satisfaction of the supplyin; 
company. 

On the basis of these facts, th 
Internal Revenue Bureau decid 
ed that the station operator was 
sufficiently under the control of 
the supplier to make him an 
“employe.” So, the supplier was 
held liable for the taxes. Inas 
much as the helpers were hired 
with the express or implied con- 
sent of the supplier, according 
to the ruling, they also are re 
garded as company “employes.” 

Between these two rulings lies 
a vast middle ground wherein 
will fall many cases not contain 
ing all the elements listed in the 
respective rulings. 

Complete text of both ruling: 
follows: 


Status of Leased Stations 


Under Social Security Law 


S. S. T. 266 
“Advice is requested whether 
A, the lessee of a gasoline serv- 
ice station owned by the M 


|Company, a producer of oil and 


gasoline, is an employe of that 
company within the meaning 
of Titles VIII and IX of the 
Act. 

“A leases a service station 
from the M Company, which 


istation he operates as his own 


business. The lease entered into 
between A and the company is 
for successive periods of 6 
months subject to termination 
by either party upon notice in 
writing to the other party at 
least 10 days prior to the ex- 


;piration of any 6-month period. 


The rent for the 
definitely stated amount pay- 
able each month in advance. 
A is not required by the com- 
pany to maintain any records 
or to keep any books, and if 
he maintains such records or 
books, the company has_ no 
right to examine them. 

“In addition to the lease 
agreement, A has entered into 
a reseller’s contract with the 
company under which the lat- 
ter agrees to make deliveries 
of its gasoline to A in such 


station is a 


amounts and at such times as} 
A may direct. A agrees to pay 


for the gasoline in cash at th: 
time of delivery. The _ pric 
which the company charges A 
for gasoline is the same as that 
charged the dealers who do not 
enter into leases with the com 
pany. The price at which gaso 
line is sold by A is not dete 
mined by. the company and he 
may vary the selling price it 
he desires. A is not required 
under the reseller’s contract to 
purchase any products from th: 
company and he may, if he so 
desires, close the station with 
out violating the terms of the 
lease. The contract contains 
specific provisions to the ef 
fect that the lessee is entirels 
free to carry on the business 
of the service station without 
any direction or control on the 
part of the company. A is noi 
required to attend any of the 
company’s training schools 01 
sales meetings. He is_ prohi 
bited from employing any in- 
dividuals in the name of or 
on behalf of the company and 
the company possesses no right 
of control over the persons 
whom A engages to assist him 
in his business. A is not pro- 
hibited from selling products 
supplied by competitors of th« 
M Company and does in fact 


‘sell merchandise which is not 
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supplied by the company, in- 


cluding oils, candy, cold drinks, | 


and cigarettes. All profits de- 
rived from the operation of the 
business belong to A and are 
not reported or accounted for 
to the company in any way. The 
company does not pay any of 
the expenses of operation of 
the station, all such expenses, 
including taxes and_ licenses, 
being borne by the lessee. A 
is not required to list the sta- 
tion in the telephone or other 
directory under the name of 
the company. The company fur- 
nishes advertising literature to 
A but all advertising by A is 
on his own account and is not 
subject to the approval of the 
company. Neither A nor his 
employes are required to wear 
any particular uniform, al- 
though a special type of uni- 
form is available for sale to 
any person who handles the 
company’s products. A may 
honor credit cards issued by 
the company but he is not re- 
quired to do so. Any bonuses 
or prizes which may be paid 
to A by the company to stimu- 
late sales are made available 
to other lessees under similar 
contract leases as well as to 
other dealers. A is not entitled 
to participate in the company’s 
retirement income plan. 
“Under Titles VIII and IX 
of the Social Security Act, an 
individual is an employe if he 
performs services in an ‘em- 
ployment’ as defined in sec- 
tions 811 (b) and 907 (c), re- 
spectively. However, the rela- 
tionship between the person for 
whom services are performed 
and the individual who performs 





Diversion Amendment 
Killed In Virginia 


RICHMOND, Va., March 12.— 





After “nursing” an anti-diver- 
sion amendment through the 


Senate and out onto the floor 
of the Virginia House of dele- 
gates, the Virginia Motor Ve- 
hicle Conference, representing 
the motorists of the state, 
watched with chagrin here this 
week as the House defeated the 
amendment by a vote of 53 to 
36. 

Proponents of the legislation 
said that one explanation of the 
unfavorable vote was that the 
measure was “amended to 
death” before a vote was taken. 
A meeting of the Virginia Motor 
Vehicle Conference is planned 
for early in April to discuss a 
course of action for the next 
session of the legislature. 

In announcing the vote to its 
members, the conference said 
that the House, by its action, has 
served notice that it “reserves 
the right to divert any or all 
highway funds when as and if it 
appears politically expedient to 


do so.” 


'the services must, as to those 
services, be the legal relation- 
ship of employer and employe. 
Generally, such _ relationship, 
exists if the person for whom 
services are performed has the 
right to direct and control the 
individual who performs the 
services not only as to the re- 
sult to be accomplished by the 
work but also as to the de- 
tails and means by which that 
result is accomplished; that is, 
an employe is subject to the 
will and control of the employ- 
er not only as to what shall 
be done but how it shall be 
done. (Article 3, Regulations 91; 


“He Is An 


S. S. T. 267 

“Advice is requested whether 
B, the operator of a gasoline 
service station owned by the 
O Oil Co., who performs serv- 
ice under circumstances here- 
inafter stated, is an employe 
of that company within the 
meaning of Titles VIII and IX 
of the Social Security Act. 

“B leases a_ service station 
from the O Oil Co. for the pur- 
pose of selling and distributing 
petroleum products supplied by 
the company. Under the sales 
contract between B and the O 
Oil Co., the former agrees to 
collect all moneys that may be 
due the company for goods sold 
by him; to care for all prop- 
erty of the company that may 
be placed in his charge; to keep 
the service station premises in 
a clean, healthful, and attract- 
ive condition to the satisfaction 
of the company; and properly 
to display all advertising mat- 
ter supplied to him. He is re- 
quired to make such reports 
and perform such other duties 
in connection with the opera- 
tion of the station as may be 
requested of him by the com- 
pany, and faithfully and accur- 
ately to account for all funds, 
goods, products; and property 
of every kind belonging to the 
company coming into his pos- 
session or under his control. 
B is required to hire at his ex- 
pense such laborers and_ as- 
sistants as are necessary to ac- 
complish his work, and is re- 
quired to pay all expenses in- 
cident to the proper operation 
and maintenance of the service 
station, including the expense 
of electric light and power, tele- 
phone, fuel, ice, and water. All 
sales made by B must be con- 
summated at prices fixed by 
the company and shall be for 
cash only, or on credit at such 
times and in such amounts as 
may be specifically authorized 
in writing by the company. The 
service station premises may be 
used by B only for the adver- 
tisement, storage, and sale of 
'products of the company and 
no competitive products may be 
| advertised, stored, or sold on 


article 205, Regulations 90.) 

“Under the facts stated, it is 
apparent that the M Company 
does not exercise, or have the 
right to exercise, over the serv: 
ices of A, the control which is 
prescribed by articles 3 and 
205, supra, as being necessary 
to establish the relationship of 
employer and employe. Accord- 
ingly, A is not an employe of 
the M Company for the purpose 
of the taxes imposed under 
Titles VIII and IX of the Act. 
A is, however, the employer of 
those individuals engaged by 
him in the operation of the 
service station.” 


Employe’ 


such premises. The company 
pays or credits B with a stated 
differential for each gallon of 
a particular quality of gasoline 
sold by him based on the quan- 
tity of such gasoline sold by 
him during any calendar month. 
The sales contract may be ter- 
minated at the will of the com- 
pany without notice. 


“Under the lease agreement 
between B and the company, 
the former agrees to pay the 
company a rental of 1 cent for 
each gallon of gasoline or mo- 
tor fuel delivered to the prem- 
ises, payable on the date of de- 
livery of such gasoline to B’s 
storage tanks. B is not per- 
mitted to make alterations or 
additions to the premises of the 
company without the company’s 
consent. He may not assign the 
lease agreement or sublet the 
premises, improvements, or 
equipment; or any part there- 
of, without the written consent 
of the company. The lease agree- 
ment may be terminated by 
either party at the expiration 
of any calendar month by 30 
days’ previous notice to the 
other party in writing, except 
that upon any breach of the 
provisions of the lease agree- 
ment the company reserves the 
right immediately to terminate 
the agreement without notice 
and to repossess the premises, 
improvements, and equipment. 

“Every individual is an em- 
ploye within the meaning of 
Titles VIII and IX of the Act 
if he performs services in an 
‘employment’ as defined in sec- 
tions 811 (b) and 907 (c), re- 
spectively. Generally the rela- 
tionship of employer and em- 
ploye exists if the person for 
whom services are performed 
has the right to direct and con- 
trol the individual who performs 
the services not only as to the 
result to be accomplished by 
the work, but also as to the 
details and means by which that 
result is accomplished. (Ar- 
ticle 3, Regulations 91; article 
205, Regulations 90.) 

“In S. S. T. 266 (printed here- 
with) it was held that A, the 


| lessee of a gasoline service sta- 
tion owned by the M Company, 
who purchases his_ supplies, 
fixes his selling prices, «hires 
and discharges his own help, 
and pays all the expenses of 
operation is not an employe of 
that company within the mean- 
ing of Titles VIII and IX of 
the Act. In the instant case, 
however, the prices at which 
the products are sold are fixed 
by the company and the com- 
pany prescribes the conditions 
under which credit may be ex- 
tended. B is required to render 
detailed statements to the com- 
pany and to perform such other 
services as the company may 
direct. B is not permitted to 
sell any competitive products 
on the premises nor may he 
install any structures, improve- 
ments, or equipment thereon. 

Upon the basis of the facts in 

this case, it is held that the 

O Oil Co. exercises, or retains 

the right to exercise, the de- 
of direction and control 
over the performance of serv- 
ices by B which is prescribed 
by the regulations under Titles 
VIII and IX of the Act as be- 
ing necessary to establish the 
relationship of employer and 
employe for the purpose of 
those titles. It is concluded, 
therefore, that B is an em- 
ploye of the O Oil Co. within 
the meaning of the taxing pro- 
visions of the Act. 

“The Bureau has held that 
in cases where an employe of 
a company, with either the ex- 
press or implied consent of that 
company, employs other indi- 
viduals to assist him in the 
performance of his services for 
the company, such other indi- 
viduals are also employes of 
the company. (See S. S. T. 35, 
Cc. B. XV-2, 407 (1936), and 
Ss: S. T. 70, C.. B 198-5, See 
Therefore, since B is an em- 
ploye of the O Oil Co., any in- 
dividuals engaged by him with 
the express or implied consent 
of the company to perform 
services in connection with his 
employment by the company 
are also, to that extent, em- 
ployes of the company within 
the meaning of the taxing pro- 
visions of the Act. The taxable 
wages of B and the individuals 
engaged by him in the opera- 
tion of the station should be 
computed in accordance with 
the rules contained in S. S. T. 
233 (1. R. B. XVI-50, 35 (1937.)” 


gree 


Earl Marsh Promoted 


TULSA, March 12.—H. Earl 
Marsh, who has been in charge 
of Amerada Petroleum Corp.'s 
land office at Fort Worth since 
the office was established in 
1926, has been made manager 
of the department and is mov- 
‘ing to the general operating 
headquarters in Tulsa. No ap- 
pointment to this position had 
been made since the death of 
|H. G. Officer early in 1937. 
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Refiners Ponder 


Effect of Hike 
In Freight Rate 
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28 on those commodities 
had not previously had any rate 
increases, it is believed gener- 
ally that the complete tariffs 
cannot be prepared for another 
60 to 90 days. 

It is interesting to note, mean- 
while, that the ICC in its de- 
cision, stated in part, with ref- 
erence 1m and its prod- 


to pet rolet 


analysis the chief diffi- 
he protestants 
competitive produc- 
ditions 

y from the 
ructure alone. 


onsiderable 


from 


And 


; : akaadl 
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toa 
es prevent the ap- 
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nefit of rates 
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extent the | 


There is the possibility, mean-| 


while, that the group of refiners 
who move their products entire- 
ly by rail and truck will file an 
application with the ICC for a 
suspension of the rates as ap- 
plied to petroleum and its prod- 
ucts or that they petition for a 
rehearing. 

It is doubtful if the refiners 
who use pipe lines and water- 
ways for a portion of their ship- 
ments, will offer any resistance 
to whatever increase the rails 
elect to take. The all-rail refin- 
ers say this attitude is due to 
the fact that the pipe line tariffs 
are identical with the rail tar- 
iffs, that “truck compelled” 
rates exist from pipe line ter- 
minals to destinations, and that 
accordingly pipe will 
obtain a return with an 
increase in rates since cost of 
moving the products through 


the line will not be increase 


the 


lines 


greatel 
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“While these motor carriers 
are subject to the provisions of 
Part II (Motor Carrier) of the 
Act, no legal reason is apparent 
why they cannot attempt to in- 
crease their charges to the ex- 
tent they deem necessary, by 
filing new tariff schedules.” 


Truckers Want Increase 


The truckers presented testi- 
mony when the rail rate case 
was being heard, showing that 
they, too, were in need of addi- 
tional revenue, to meet in- 
creased costs and maintain ade- 
quate service, just as much as 
their rail competitors. 

The commission pointed out 
in its decision that of 
motor carriers, exce car- 
riers operating in a relatively 
small eastern area, are not held 
by any outstanding orders and 
no action is necessary our 
part to enable then file 
new tariffs carrying eteal 
eharges. In this respect the 
situation differs as between 
rail and motor carriers. How- 
ever, as to present revenue 
and expenses and the need for 
improvement of their financial 
standing, there appears to be no 
material difference between the 
two classes of carriers.” 

Meanwhile, the President has 
called a group of congressional, 
ICC, railroad and labor repre- 
sentatives and investors to meet 
with him this week to consider 
the railroads’ future. One up- 
shot of the conference, or con- 
ferences, probably will be ap- 
pointment of a committee to 
draft railroad legislation. 

Observers here look for 
conference to stir up new de- 
mands for increased and 
restrictive truck legislation, and 
the possibility of co-ordination 
of all types of transportation, 
which, as truck men view it, 
“can only mean restrictions and 
increased transportation costs.” 
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For Another Try 
At Pipeline Case 


N. P.N. News Bureau 
WASHINGTON, March 14. 
A tentative valuation of $59,- 
500,000 has been placed on 
carrier-owned-and-used proper: 
ties of the Humble a Line 
Co., in Texas and New 
Mexico, by the Interstate Com- 
merce Commission’s Valuation 
Bureau. The ICC expects to re- 
open the 

soon. 


located 


pipeline rate case 
While it is not likely that the 
valuations of ail the lines sub- 
luation orders “for 
making purposes” will be 
completed in time, it is prob- 
able that the valuations arrived 
at will be studied by the Com- 
mission in considering its de- 
cision of the Pipe Line Rate 
Case, which it expects to reopen 
for hearings in April or May. 
The rate case (Docket 26570) 
brought before the commis- 
sion when John E. Shaiford, El 
Dorado, Ark., on behalf of the 
Louisiana - Arkansas_ refiners, 
and Interior Secretary Ickes, 
then oil administrator, protested 
reductions proposed by pipe- 
lines in their gathering charges 
and rates. An investigation was 
conducted into the proposed re- 
duction, and ICC Examiner J. 
Paul Kelley recommended to 
commission that pipeline 
‘92es be cut least per 
below the then current 
This report was pro- 
Pending further hear- 
in the case, the ICC has 
been compiling recent data on 
earnings, tonnage and other op 
details. 


ject to the va 
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Hearing Postponed On 
Nebraska Truck Law 


LINCOLN, Nebr., March 14. 

Hearing on the petition for a 
permanent injunction against 
Nebraska’s' law prohibiting 
operation of transport tank 
trucks on Sundays and certain 
holidays, scheduled to be heard 
15 by the Lancaster 
court, has been post 
poned until April 11. C. M. 
Sutherland and Sons, Lincoln, 
representing a group of oil 
truckers fighting the law, con- 
tend that it deprives them of 54 
operating days each year. A 
temporary injunction was de- 


nied Feb. 3. 4 
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Jobbers Prepare 
Case Against 6.6 
For ICC Hearing 


N. P. N. News Bureau 
CHICAGO, March 14.—Prep- 
aration of their case against the 


reasonableness of the estimated | 
weight of 6.6 pounds per gallon, | 


used in determining railroad 
freight charges on_ gasoline, 
was being rushed today by 


three midwestern state jobber 
associations for presentation at 
the hearings opening March 21 
at the Morrison Hotel here. 

William A. Disque, examiner 
for the Interstate Commerce 
Commission, will conduct the 
hearings. 

Twelve jobbers are expected 
to testify for the jobber associ- 
ations that 


individual companies, also com- 
plainants, may present. 

A meeting of representatives 
of some complainants will be 
held here Sunday, March 20, to 
complete arrangements. 


Testimony on the actual 


weight of gasoline is to be given) 


by jobbers from [Illinois and 
Wisconsin. The Illinois Petro- 
leum Marketers Assn. and the 
Wisconsin Petroleum Assn. are 
complainants. Data has been 
obtained by weighing gasoline 


tank cars before and after un-| 


loading. 


The Wisconsin association re- 
ports data has been obtained on 
about 30 tank cars, showing 
overcharges of $16.86 and more 
per car. 


Testimony on gasoline in-! 


shipments is expected from 


representatives of the Indiana| 


Independent Petroleum Assn., 
a complainant. Two Indiana 
jobbers are to appear. 


spection department is expected 


to take the stand on testimony | 


concerning gasoline gravities. 


Freight rates based on esti-| 


mated weights goes back to the 
early days of transportation of 
petroleum products by rail. 


Iowa Jobber Curious 


An [owa jobber several years 
ago satisfied his curiosity by 
having several gasoline tank 
cars weighed, and figured an 
overcharge. The weights showed 
the gasoline was less than 6.6 
pounds per gallon, through the 
rise in gasoline gravities since 
adoption of the 6.6 figure, and 
that is the nub current com 
plaints. 

First complaint with the com- 
mission was filed by Tankar 
Gas Inc., and others, of Minne- 
apolis. Other complaints fol- 


are complainants, | 
besides whatever testimony the) 


A rep-| 
resentative of the state oil in-| 


| lowed from the Indiana, Wis- 
consin and Illinois jobber asso- 
|ciations, from the Anderson- 
|Prichard Oil Co., Home Oil & 
'Gas Co., and others, of Great 
| Falls, Montana, and from some 
Ohio and Indiana co-operatives 
| headed by Producers’ Oil, Inc., 
of Dayton. 

Hundreds of intervenors have 
entered the cases, and have 
been given ICC permission to 
appear and examine witnesses 
at next week’s hearing. 

All complaints ask for lower 
estimated weight or some meth 
od “more nearly correct” for de- 
termining shipping charges. 
Some complaints ask for dam- 
ages because of “overcharges” 
in the past. 


O.B.1. Meets In April 
At Chicago 


N.P.N. News Bureau 

NEW YORK, March 14.—An 
nual meeting of the Oil Burner 
|Institute will be held April 11 
and 12 at the Palmer House, 
Chicago, it was announced to 
day by G. Harvey Porter, man- 
|aging director of the Institute, 
who also outlined the program 
|for the two-day meeting. 

The executive committee will 
meet the morning of April 11. 
At 2 pm. of the same day, 
Frank H. Dewey, O. B. I. presi- 
dent, will preside over a meet- 
ing of burner manufacturer 
executives for discussion of in- 
dustry problems. 

A separate meeting of asso- 
ciate members of the Institute 
will be held in the afternoon 
April 11, presided over by E. N. 
McDonnell of McDonnell & 
Miller, secretary of the associ- 
ates group, and Mr. Porter. 

The President’s Dinner will 
be inaugurated as an annual 
affair, to be held at 6:30 p.m. 
April 11. Two speakers, to be 
announced, will speak on “Oil 
Heat vs Gas Heat,” and “Tax- 
ation of Fuel Oils.” Frank E. 
Spencer, Spencer Petroleum 
Co., Chicago, will preside at the 
dinner. 
| The program for the second 
day begins with Board of Di- 
rectors meeting at 10:30 a.m. 
The annual meeting of the 
burner institute membership 
'will be held in the afternoon, 
followed by a meeting of the 
new board of directors. 


Distillate Burner Shipments 


WASHINGTON, March 14. — 
Shipments of distillate oil burn- 
ers by American manufacturers 
in January numbered 8848 units, 
compared with 9,266 units in 
January last year, Census Bu- 
reau reports. The types of 
burners included in these statis- 
tics are used in ranges, stoves, 
water heaters, and space heat- 
ers. 


Jobbers Ask Rate Hike Delay 
Pending Outcome of 6.6 Case 





N.P.N. News Bureau 

CHICAGO, March 14.—The 
10 per cent petroleum freight 
rate increase granted last week 
by the Interstate Commerce 
Commission stirred midwestern 
jobbers to file protests. Develop 
ments this week were: 

Suspension of the increase 
was being sought by the Wis 
consin Petroleum Association, 
pending settlement of the 6.6 
gasoline weight case on which 
hearings will open here March 
ak 

Similar action was planned by 
the Illinois Petroleum Market- 
ers Assn., which bul- 
letin urging members to make 
individual protests against the 
rate order. 

A federal tax on _ gasoline 
pipelines was suggested by the 
Wisconsin association in_ its 
letter to the ICC asking sus- 
pension of the rate advance. 

The tax rate suggested was 
an amount equal to the differ- 
ence in rail rates and pipeline 
costs to remove any advantage 
in pipeline gasoline transporta- 


issued a 


tion and to make railroad trans- | 


portation competitive with pipe- 
lines. 


Train-Load Rates 


Immediate consideration of a 
train load rate on petroleum 
railroad shipments if the cur- 
rent 10 per cent rail rate in- 
crease cannot be rescinded, was 
urged on the ICC in a letter by 
Robert M. Stith, of Indianap- 
olis, président of the Indiana 
Independent Petroleum Associa- 
tion. 

For a train of 25 to 30 tank 
cars a reduction of at least 50 
per cent of the present rate was 
suggested. 


“Tf action of this nature could 
be taken in the immediate fu- 
ture it will enable the small In- 
dependent jobber who uses the 
rails for transportation of his 
commodity to stay in business; 
otherwise his outlook can be 
nothing but eventual elimina- 
tion,” Stith wrote. 

The competitive situation of 
marine and pipeline transporta- 
tion was pointed out by Stith, 
and the disadvantage of the In- 
dependent jobber dependent on 
railroads for transportation. 

“The date that you put into 
effect the increased rate on pe- 


troleum products,” Stith told the 
ICC, “will mark the time when 
the small Independent operator 
will start to crumble because he 
cannot stand up against the dif- 
ference in basic costs that are 
made possible by a difference in 
transportation costs. Therefore, 
we urge upon you not to make 
this 10 per cent rate applicable 
to finished petroleum products.” 


New Truck Law Sought 
In South Carolina 


COLUMBIA, S. C., March 14. 

More than _ 2500 _ persons 
“marched on the capitol’ here 
last week, demanding that the 
state legislature enact a new 
truck size and weight law which 
would place South Carolina on 
a par with surrounding states. 

South Carolina’s restrictive 
20,000 pound, 96-inch width 
truck law, once outlawed by a 
federal court, has been rein- 
stated by a decision of the U.S. 
Supreme Court. Truckers and 
others interested are working 
for a law permitting maximum 
loads of 40,000 pounds, and a 
width limit of 96 inches, which, 
they point out would put them 
on a par with surrounding 


| States. 


“Immediate favorable atten- 


| tion’”’ was assured by the lower 


house of the South Carolina 
legislature following the mass 
demonstration here, but it was 
reported that the Senate has 
under consideration a com- 
promise bill, allowing a 35,000 


' pound limit, which, proponents 


of the 40,000 pound maximum 
said, would still leave trucks on 
South Carolina roads limited to 


a 5000-pound less maximum 
weight than in _ surrounding 
states. 


Attendance at the mass meet- 
ing included bottlers, millers, 
farmers, cotton ginners, gro- 
cers, lumber dealers, oil truck- 
ers, service station operators 
and large representations from 
all the oil companies operating 
in the state. 

After the 2500 had met and 
decided on a plan of action, 
they formed a parade of cars 
and trucks two and a half miles 
long to the State House, where 
their position was presented by 
a previously elected spokesman. 

A large volume of petroleum 
products moves by truck in 
South Carolina, much of it in 
large transport trucks from 
ocean terminals to inland job- 
bers and marketing points. 
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Devédopsicniee In 


Oil's Chemistry 
Listed by A.C.S. 


NEW YORK, March 15. 
In a state which leads the world 
in petroleum production, which 
holds in its boundaries the larg- 
est oil field ever developed, and 
which has 190 refineries capable 
of refining nearly half the na- 
tion’s petroleum needs, the Pe- 
troleum Division of the Ameri- 
can Chemical Society will pre- 
sent and discuss the latest and 
most important technological de- 
velopments in oil refining. The 
meeting will be held in Dallas 
April 18 and 19. The society’s 
meetings will continue through 
April 22. 

The latest “pure” chemical re- 
search to be carried out in the 
Lone Star State is the investi- 
gation of petroleum nitrogen 
bases at the University of Tex- 
as, at Austin, under Dr. J. R. 
Bailey, internationally known 
authority on nitrogen as it oc- 
curs in petroleum oils. Dr. Bai- 
ley will present two reports on 
April 19. One will be in co- 
operation with S. M. Roberts on 
“Fractional Sulfiting of Bases 
and Fractional Degassing of 
Their Acid Sulfites’, and a sec- 
ond with W. N. Axe on “Isola- 
tion of Four Quinoline Homo- 
legs and a Trinuclear Aromatic 
Base from California Petrole- 
um.” This program has contin- 
ued for several years at the Uni 
versity of Texas, and the. re 
sults have given chemists prac 
tically the first real information 
on nitrogen bases in petroleum, 
and their separation and prop 
erties. 

Five 
will be 


papers by 12 authors 
presented on Tuesday 
morning, April 19, before the di- 
vision by technologists and 
chemists of Universal Oil Prod- 
ucts Co. These authors will in 
clude, Drs. J. C. Morrell, Gustav 
Egloff, V. N. Ipatieff, and C. D. 
Lowry, and C. G. Dryer, J. A. 
Chenicek, C. L. Thomas, V. I. 
Komarewsky, N. Balai, Herman 
Pines, Charles Wirth III, and 
R. E. Sutherland. The 
presented by this group are as 
follows: 

Solvent 
Fuels. 

Reactions of Hydrocarbons in 
Electrical Discharges. — 

Dehydropolymerization of Eth- 
ylene. 

Destructive Hydroge nation of 
Alkylated Monocyclic Aromatic 
Hydrocarbons. 

Studies in Doctor Sweetening; 
Factors Influencing Inhibitor 
Effectiveness. 

Dr. Per K. Frolich, 
Oil Development Co., 


Extraction of Diesel 


Standard 
will ad- 


papers, 


dress a general session on Mon-| 
day, April 18, on “Recent Chem- 
ical Developments in Petroleum 
Technology”, as an introduction 
to the sessions. 

R. F. Boyer, and L. C. Cham- 
berlain, Jr., Dow Chemical Co., 
will show “The Physico-Chem- 
ical Properties of Acidizing So- 
lutions and their Effect on Well 
Treatments”, a highly important 
subject in an area where thou- 


sands of gallons of hydrochloric | 


acid are used each year to in- 
crease oil production. 

“Sulfuric Acid Analysis of 
Gaseous Olefins’” will be ex- 
plained by M. P. Matuszak, Phil- 
lips Petroleum Co., which com- 
pany has recently completed a 
research laboratory in Bartles-| 
ville, Okla. Following 

meetings, the division dinner} 
will be held in Hotel Adolphus} 
April 19. 

A survey of the importance | 
of this meeting to the oil in-| 
dustry shows that 60 per cent! 
of the U. S. crude output is pro-| 
duced within 12 hours’ ride from) 
Dallas. Nearly 400,000,000 bar-| 
rels of crude, or about 40 per| 
cent of the nation’s production | 
of crude came from Texas in| 
1936, which state now 
more than one-sixth 
world’s crude supply. 
does 
oil 


these | 


yields | 
of the 
Not only 
Texas contain the largest 
field, but the huge Panhan- 
dle gas reservoir is by far the 
largest ever discovered. 

Petroleum chemists 
gineers said that this meeting 
at Dallas will be one of the 
most important held in America. 
An inspection tour, including a| 
tour of part of the huge East 
Texas oil field, is planned. 


Okla. Chemists Hear 
Water Treatment Talk 


and en- 


OKMULGEE, Okla., March 12. 

Treatment of water used in re- 
finery boilers and processing can 
be treated at considerably re- 
duced costs, as shown by L. D. 
Betz before the Oklahoma Sec- 
tion of the American Chemical 
Society here today. 

Newer developments of meth- 
ods employing sulfuric acid and 
a “reactive” colloid product, by 
which secale-forming dissolved 
materials are either precipitated 
or are converted to chemicals 
having much higher solubilities; 
thus dodging scale formation 
and reducing operating ex- 
pense, Betz showed. 

Various applications of as- 
phaltic emulsions for road mak- 
ing, soil stabilization, and roof 
building were discussed by the 
section in its monthly meeting. 

Following a dinner the group 
listened to a discussion of “By- 
Products and Synthetic Prod- 
ucts from Hydrocarbons” by 
Arch L. Foster, Technical Ed- 
itor of NATIONAL PETROLEUM 
NEWs 


| providing for 


| the governor, 


California Tidelands Bill 
Passed, Oil Control Fails 





By Telegraph | 


N.P. N. News Bureau ; 

LOS ANGELES, March 15.— 
The State Lands Act of 1938, 
development of 
state-owned tidelands, 
an assured signature of Gov- 
ernor Frank Merriam today, 


| having passed the special ses- 


sion of the California legisla- 
ture. The special session ad- 


| journed March 13. 


The measure, when signed by | 
will be adminis- | 
| tered by a state land commis-| 
| sion consisting of the state con-| 


troller, the director of natural 
resources, and the state finance 
| director. 

Tidal and submerged lands 
| would be leased to the highest | 
| competitive offering of royalty. | 
| Municipalities would be _ pro- 
| hibited from drilling on the tide- | 
‘lands. Each well drilled under | 
ithe act would be required to/| 
drill on filled lands or to be. 


'slant drilled from upland or 


littoral drill site and into the 
subsurface of the tide or sub- 
merged lands covered by the 
lease. 

* x * 


LOS ANGELES, March 14. 
Special session of the California 
legislature adjourned Sunday, 
March 13, without receiving the 
bill for a state proration law. 

Producers backing the bill for 
regulation of production con- 
tinued today circulating peti- 
tions endorsing the measure in 
the hopes that Governor Frank 


Merriam will call another special 


session to consider it. 

A. C. Mattei, Honolulu Oil 
Corp, spokesman for Voluntary 
Committee of Independents, said 
March 11 indications were that 
fully 85 per cent of ail producers 
and refiners would be signed up 
by March 16. 

Seeking public support for the 
oil control bill, three members 
of ihe Voluntary Committee of 
Independents—A. D. “Dick” 
Mitchell, chairman; Laurence C. 
Kelly, and Lloyd Williamson- 
have issued a press release to 
California newspapers outlining 
the “disastrous effects’ of con- 
tinued overproduction on wages 
and employment. 


Reports from committee head- | 


quarters March 12th said the 
petitions were receiving 20 sig- 
natures for every refusal. 


Without actually coming out) 
in support of the proposed con-, 


trol bill, the important Inde- 
pendent producer organization, 
Oil Producers Agency, gave the 
measure a pat on the back and 
paved the way for more active 
support of it, when a poll of the 


board of directors taken at a/'§ 
11th | 
_showed a 25 to 1 vote in favor 


special session March 


awaited | 


of the principle of state control 
‘of oil production. 

In the light of the current 
statistical position of the in- 
|dustry—not considered good 
with stocks above 138,000,000 
barrels including gasoline in ex- 
cess of 17,000,000 barrels—di- 
|rectors of the O. P. A. urged 
that every effort be made by 
all producers to keep their pro- 
duction within reasonable limits 
and to avoid wasteful overpro- 
duction. 


‘Chris’ Williams Dies 


| PONCA CITY, Okla., March 
|12.—D. C. “Chris” Williams pres- 
ident of the Northern Oklahoma 
|Gas Co., died March 8 near 
| Ponca City. Williams, widely 
‘known among natural gas and 
|natural gasoline men, had gone 
alone to his farm where he was 
accustomed to spend much of 
‘his time. Several hours later an 
office assistant found the body. 
A coroner’s jury was empaneled 
and found that death was 
caused by the accidental dis- 
charge of a shotgun. 

He had been president of the 
Northern Oklahoma Gas Co., a 
public utility, for about 2% 
years. Prior to that time the 
company had belonged to Con- 
tinental Oil Co. and its predeces- 
sor, Marland Oil Co., and was 
known as the Kay County Gas 
Co. Williams had been in di- 
rect charge of the Kay county 
company and the natural gaso- 
line department of Continental. 

Mr. Williams was elected 
president of the Natural Gaso- 
line Association of America in 
1933 and was_ re-elected . in 
1934. In this position he was 
one of the leaders of his division 
of the oil industry in petroleum 
code matters and spent con- 
siderable time in Washington. 

Born and reared in Fayette- 
ville, Ark., he was educated as 
a mining engineer in the Uni- 
versity of Arkansas and after 
some experience in mining, 
joined the Marland Oil Co. 

He is survived by his widow 
and by three sons—triplets—10 
years old. 

Funeral services and burial 
| were in Ponca City, March 10. 
Many oil and gas men from 
Oklahoma and Kansas attended. 


Natural Gasoline Output 


_ WASHINGTON, March 14. — 
| Daily average natural gasoline 
production in January amounted 
to 5,875,000 gallons, compared 
with 5,833,000 gallons in De- 
cember and 5,056,000 gallons in 
January a year ago, Bureau of 
_ Mines reports. 
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State Control of Pollution 
Favored in Federal Report 


Y.P.N. News Bureau 

W ASHINGTO N March 14. 
Recognition of the states’ right 
to control water pollution was 
the feature of a chapter on pol- 
lution abatement contained in 
the National Resources Commit- 
tee report which President 
Roosevelt transmitted to Con- 
gress March 10. 

A six-year construction and 
investigation program for util- 
ization and conservation of the 
nation’s water resources, and a 
unified policy of water control 
and development, were outlined 
in the committee’s report. 

Under the subhead, “A Na- 
tional Policy for Pollution 
Abatement,” the committee ap- 
pears to lean toward the Vin- 
son Bill providing for study of 
the pollution problem and co- 
operative action with the states, 
rather than the drastic federal- 
control features of the Lonergan 
Bill. 

The bill of Rep. Vinson (Ga.) 
vas passed by the House last 
year; while the Senate passed 
bill of Senator Lonergan 
(Conn.). Bills have been in con- 
ference for months. 

The power to control pollu- 
tion, the resources committee’s 
report says, rests with the sev- 
eral states, “They can enact 
and enforce laws under the ‘po- 
lice power’ compelling the abate- 
ment of pollution.” 


Federal Co-operation 


Federal participation in any 
pollution-abatement program, 
the report adds, should be lim 
ited to: 

“1. Encouragement of pollu- 
tion-abatement construction 
through loans or grants, or 
both, to public a: encies, and 
fans to nonpublic agencies. 

. Encouragement of uniform 
mae and practices regarding po- 
lution. 

“3. Co-ordination of state and 
local activities and co-operation 
with state and local agencies to 
insure the most efficient at 
tack on the problem on a basin 
wide scale. 


Encourage Interstate Compacts 


“4. Encouragement of inter 


state compacts for pollution 
rbatement. 

Participation in the estab- 
lishment, after thorough study, 


f suitable standards of water 


‘6. Research on methods of 
treatment or proper disposal of 
various wastes. 

“7. Studies and surveys of 
the extent and seriousness of 
the pollution problem in co- 
operation with local agencies in 
the various drainage areas, with 
1 view to the preparation of 
comprehensive programs 


cever- 


ing entire drainage areas as 
units. 

“8. Co-ordination of the pol- 
lution-abatement program with 
broader programs for water 
control and use with public 
works generally.” 


Recommends Pollution Study 


The Special Advisory Com- 
mittee on Water Pollution rec 
ommended establishment in the 
Potomac valley a demonstration 
“river conservancy district” in- 
cluding agencies of federal and 
state governments and branches 
of industry responsible in part 
for pollution. 

The area would include parts 
of Virginia, Vest Virginia, 
Maryland and Pennsylvania and 
1e District of Columbia. 
Besides this, the committee 
recommended designation of a 
federal agency to make a study 
of pollution and its abatement; 
provision of loans and grants, 
approved by an over-all public 
works agency; congressional 
authority for negotiation of in- 
terstate compacts 

Most drastic recommendation 


AV 
¢ 
th 


was that state agencies be as 
signed mandatory powers, par- 
‘ly the power to compel 
t 1 remedial 
works and to force other neces- 
sary action. 

All in all, however, the re- 
port and recom mendations, as 
regards pollution, appeared to 
be more on the “Vinson” side 


than the “Lonergan. 


Tulsa Oil Expo 
To Name GOM 


N. P.N. Ni ws “Bu reau 
ULSA, March 14.—Repre- 
transporta- 
tion companies, forty of them 
being located in 
than Tulsa, attended a luncheon 
given here March 10, by the 
Traffic Committee of the Inter- 
national Petroleum Exposition 
to arrange for advertising the 
exposition May 14 to 21, and for 


handling the equipment that 


ion of essentia 


sentatives of sixty 


cities other 


ill be shipped here 

Exposition officials reported 
, 4 naate — od } } y 
that equipment will > shipped 
to iulSa irom 14 cites in 
tates. 

F'urther d i re ling the 
la ) th ? 1 } 
Se v¢ n ol | f OlG ALL 

; 

[ the indust also have bee 
announced 

There will be two selections 
+t - ay _— * } by J 
tnis Vi ir. Ons Vy ili WE tnat ot 


‘rand old man, who must have 
been actively engaged im the 


petroleum industry for’ the 
past 50 years. The other will 
be the grand old man of Tulsa, 
who must have been active in 
the industry for at least 30 
vears, 20 of them in Tulsa, and 
he must still be a resident of 
that city. 

Selection of the latter indi 
vidual will be made by a sub- 
committee of the Old Timers 
Committee. . 


G. G. Oberfell In Europe 


BARTLESVILLE, Okla., 
March 12. Dr. G. G. Oberfell, 
vice president of Phillips Pe 
troleum Co., is vacationing on 
an extended tour of Europe, ac 
companied by Mrs. Oberfell. 


Paluxy Completes Plant 
In Talco Field 


TALCO, Tex., March 10 
The expansion program which 
included sgigiomnenenes of 
ment to mal 
erades of asphalt te is been com 
pleted at ‘the ] 

Co.’s refinery here. 


equip 


The oes was constructed by 
the Constantin brothers shortly 
fter Talco field was discovered, 
but it was not until last August 
that construction was stal 
the equipment 
phalt. 


ted on 


2 
J 


The plant now has a skim 
ming unit which tops the small 
amount of gasoline contained in 
‘alco crude. Th 
harged to a cracking unit and 
the heavy 
into the vacuum tower. With 
throughput of approximately 


1 


6000 barrels of crude daily the 





residuum is carried 


} 


ant now can manufacture 12 
14 cars of 
Equipment installed in addi- 
tion to the vacuum tower in 
ludes blowing stills and a 
barreling shed, and the neces- 
sary tanks and pumps to mak 
cut back asphalt as well as 


mulsified asphalt. 


QD 
i 


asphalt a day. 


CHICAGO, March 14. Ray 
G. Cocanower, well kn 
the refining industry of the 
southwest, has just joi 
taff of Universal Oil Products 
Co., Chicago, as a sales engi 


It is understood his work will 
be mostly in the Mid-C 
field where he has had long ex 


yntinent 


ence as an executive both in 
4 © 1 . val ¥ y ." 

the sales and operating depart 
ts of refineries 

& etniven Co.., Olney, Tex- 


s, from 1929 to 1935. He left 


to become manager of the Wag- 
goner oe Co. at Vernon, 
Texas, which position he recent- 


ly resigned. 


Fire Loss Low, 
Rates Too High 
Refiners Charge 


WICHITA FALLS, 
Mareh 12.—A 


against what pee: consider as 


Texas, 
strong protest 
excessive fire insurance rates 
on,cracking plants has just been 
filed with the Texas Fire In- 
surance Commission by a group 
refiners 


of Texas headed by 


Roy B. Jones of Panhandle Re- 
fining Co. 

This complaint and appeal 
sults from the investigation of 
the problem by a refiners’ com- 
mittee appoint ‘d July 14, 1987 
yy a meeting of the cracking 


plant operators of Texas in Ft. 


The committee hopes to ob- 
in st tanti “eredits” or re- 
iuction in fire insurance rates 
pertaining to coverage of crack- 
ig plant 
rhe complaint points out that, 
while a general rule is that 50° 
i Ul insurance companys 
rer m income is pe if {oO 
pay } i¢ ( 5 tor expenses, 
< | fo) undel 


in plant onl 15.89 has 
een paid out in fire loss Dur- 
ing the seven ye nding Jan 
lL. 39 cracking pla opera- 
pal oO >1,¢ 7 A >In prem 
ul or about >l.of pel $100 
Insu i \ I ie cor plaint 
| I hat pei od $287,- 
186 in losses was paid by the 
insurance companies, less than 
if of the total premiums. 
These data have been colleet- 
1 over ; pel ma several 
years by Universal Oil Products 
Co., prominent cracking devel- 
opment and licensing company, 
n collaboration with its lincens- 
ees. The committee is made up 
if; W. D. Richardson, Cosden 
Oil ¢ ye Fort Worth , Texas; 
Ray Woolf, Shamrock Oil & Gas 
Corp., Amarillo, Texas; Ben P. 
Piepgrass, Solvex Re fi neries, 
Tulsa, Oklahoma; Capt. J. F. 
Lucey Taleo Asphalt &  Refin- 
ing Co., Mount Pleasant, Bren. 
R. E. Hall, McMurray Petro- 
n Corp., Tyler, Texas, and 


. DD. Bright, Waggoner Refin- 


M. P. Youker Recovering 


BARTLESVILLE, Gkm, 
larch 12.—M. P. Youker, head 
Phillips 
Petroleum Co., has suffered a 


{f manufacturing for 


evere attack of influenza, but 
reported to be recovering 
iplaly 
) 
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'37 Winds up With 8% 
Gain in ‘Gas Demand 





N. P. N. News Bureau 

NEW YORK, Feb. 28. — For 
the first time in comparative 
monthly reports in two years, 
gasoline consumption in the 
U. S. last December showed a 
drop, instead of an increase, as 
compared with the same month 
in the year previous. 

The amount of the drop in 
gallons was 7,604,000, and in 
per cent it was 0.47, according 
to the compilation of the Ameri- 
can Petroleum Institute based 
on tax reports filed by whole- 
salers and dealers in the vari- 
ous states. The last previous 
decline in one month, as com- 
pared with the same month the 
year before was in January, 
1935,, which dropped 15,821,000 
gailons, or 1.36 per cent from 
January, 1934. 

The decrease from Novem- 
ber, 1937, to December of that 
year was 6,165,000 gallons daily 
average, a decline of better 
than 10 per cent, 


GASOLINE CONSUMPTION IN U. S. 


which could ! 


mostly be attributed to normal 
seasonal decline. 

In December, 23 states 
ported decreases from the cor- 
responding month of the previ- 
ous year, ranging 


cent in Tennessee. 
was most general through. the 
middlewestern states which 
comprise the Standard of In- 
diana’s 
ritory. Out of these 11 states, 
only Iowa showed an increase. 
The average decrease in the 
other 10 states was 7.27 per 
cent. They ranged from 1.24 
per cent in Minnesota to 16.56 
per cent in North Dakota. 
Total gasoline consumption 


in this country for all 1937 was | 


21,146,204,000 gallons, an_ in- 


|erease of 1,524,041,000 gallons, | 
or 8.06 per cent over the pre- | 


vious year. Nebraska was the 
only state to report a decrease, 
and this a slight one. 
in the rest of the states ranged 
from 0.30 per cent in South 
Dakota to 16.92 per cent 
New Mexico. 

In the six largest consuming 


FOR 1937 AND 


re- | 


from 0.01) 
per cent in Oregon, to 20.73 per | 
The decline | 


normal marketing ter- | 
country, 


|0.37 per cent. 


Increases | 


in! 


' states, the following increases | 


were indicated for 1937, over) 
the previous year: California, | 
6.30 per cent; Illinois, 8.51; New 
York, 5.44; Ohio, 8.79; Penn- | 
sylvania, 10.46; and Texas, 10. ool 
per cent. 


Changes in the various years 
since the boom year of 1929, 
over each previous year, as com- | 
pared with the 8.06 per cent) 


| gain for 1937, have been: 1929, 


increase 12.3 per cent; 1930,) 
increase 6.0 per cent; 1931, in-| 
crease, 4.1; 1932, decrease, 7.26; | 
1933, decrease 0.16; 1934, in-| 
crease, 7.63; 1935, 6.30; and 
1936, increase 10.14 per cent. | 


Increases by sections of the 
in 1937 over 1936, 
New England, 6.83 per | 
cent; Middle Atlantic states, | 
9.82; southeastern states, 7.76; | 
middlewestern states, _7.03; | 
southwest, 8.33; Rocky Moun- 
tain, 9.08; and Pacific Coast, | 


were: 


Detailed figures are given in 
the accompanying table. 


AKRON, March 13.—The Anti- 
Sales Tax League of Ohio, Inc. 
has been formed here and is) 
circulating petitions for a state 


/constitutional amendment pro-| 


hibiting excise taxes on any 
goods or commodities except’ 
motor fuels. 








FOR DECEMBER, 1937 


Figures in thousands of gallons, from tax reports compiled by American Petroleum Institute 


Novy., 1937 

Gallons 
18,951 
8,947 
13,841 

142,868 


Alabama 
Arizona 
Arkansas 
California 
Colorado 17,681 
Connecticut (r) 26:521 
Delaware .. : 4,226 
District of ¢ Yolumbik 1 11,401 
Florida . ; 27,390 
Georgia rare ; 27,086 
Idaho 7,959 
Illinois 107,729 
Indiana 52,139 
lowa 43,318 
Kansas 33,779 
Kentucky 20,672 
Louisiana 20,711 
Maine ... 10,772 
Maryland 22,767 
Massachusetts 56,222 
Michigan 91,869 
Minnesota 44.925 
Mississippi 15,865 
Missouri 49,792 
Montana 9,044 
Nebraska 19,489 
Nevada 2.972 
New Hampshire 1,544 
New Jersey 290 
New Mexico 558 
New York 145/535 
North Carolina 34,637 
North Dakota 10,384 
Ohio ‘ 105,184 
Oklahoma 30,189 
Oregon ‘ 17,031 
Pennsylvania 118,064 
Rhode Island 9,596 
South Carolina 16,009 
South Dakota 10,245 
Tennessee 23,754 
Texas 102,058 
Utah 

Vermont 

Virginia 

Washington 

West Virginia 

Wisconsin 

Wyoming 


66,: 


Total .» 1,748,198 
Daily average ‘ 58,273 
Change from previous year: 
Total change .... 
Percentage chng. 


in daily av. 


-Month of ——— 
Dec., 1937 Dee., 1936 
Gallons Gallons 
18,561 18,129 
9,483 9,144 
13,560 13,806 
147,093 140,130 
14,868 16,260 
25,821 24,204 
4,199 4,158 
11,574 10,880 
31,479 29,405 
27,642 26,851 
6,448 6,418 
93,236 96,830 
42,239 46,728 
40,018 35,469 
31,051 33,682 
19,370 18,970 
20,465 19,134 
9,535 9,011 
21,807 20,426 
54,554 54,390 
80,209 84,870 
34,882 35,321 
14,529 15,392 
43,813 48,020 
6,461 7,222 
16,349 17,895 
2,996 2,669 
5,558 5,567 
65,771 62,840 
6,884 6,664 
137,001 138,030 
33,090 
5,904 
91,805 
29,521 
16,056 
111,445 
9,260 
15,783 
7,458 
20,461 
98,184 
6,533 


Per Cent 


over 1936 
2.38 
3.71 
1.81 
4.97 
8.56 
6.68 
0.99 

- 6.38 
7.05 
2.94 
0.47 
3.71 
9.61 


16,058 
108,475 
10,417 
14,569 
7,881 
25,813 
96,485 
6,318 
4,161 
27,393 
24, 472 
14,876 
39,111 
4,224 


36,959 
3,995 


1,622,953 
52,353 


1,615,349 
52,108 
7,604,000 


—0.47% 


12 Months Ended With 
Change, 1937 Dec., 1937 
Gallons 


1,815,562 


21,146,204 
57,935 


+1,5 


Per Cent 
Change, 1937 
over 1936 
Se 38 

8.59 
+ 8.49 
- 6.30 
7.95 
+ 8.19 
8.10 
7.69 
+ 5.04 
- 6.70 
7.70 


Dec., 1936 
Gallons 
204,623 
95,648 
154,222 
,653,597 
204,745 
299,405 
50,581 
7 7 ,204 
310502 
302,483 
87,847 
1,191,916 
561,428 
460,208 
45 00, 331 
28,333 
ae oi 
134,521 
2 45 > 232 » 
657,753 
995,781 
480,874 
170,885 
567,601 
109,422 
230,362 
34,226 
80,898 
745,482 
75,849 
721,830 
348,154 
111,373 
,167,887 
365,737 
215,778 
»283,280 
118,362 
163,927 
113,381 
266,320 
,096,248 
80,940 
60,026 
316,556 
319,473 
181,334 
504,522 
58,679 
19, 622, 163 -}. 
53,612 + 


225,865 
103,869 
167,323 
,757,844 
221,027 
323,937 
54,678 
136,984 
326,141 
322,759 
94,608 
293,365 
612,675 
503,879 
470,172 
251,843 
235,702 
145,496 
270,192 
696,854 
110,607 
509,632 
189,825 
585,736 
113,840 
229,110 
37,368 
85,511 
820,576 
88,682 


389,442 


,208,191 
88,463 
65,796 

242,618 
334,468 
196,133 

541,100 

63,972 


8. 06 
524, 041 


| below 
| forecast for the month, Bureau 


| barrels 


| 25,144,000 _— barrels, 


| cember, 


| were 


Bureau of Mines 


Reports 4% Gain 


In ‘Gas. Demand 


N.P.N. News Bureau 
WASHINGTON, March 14.— 
Domestic demand for motor 
fuel in January was 35,176,000 
barrels, a gain of 4.4 per cent 
over demand for January 1937, 
but more than a million barrels 
the Bureau of Mines’ 


figures released today reveal. 

Daily average crude oil pro- 
duction in January was 3,419,- 
600 barrels, an increase of 240,- 
| 000 barrels a day over January 
a year ago but about 18,400 
below the December 
daily average. 

The Bureau of Mines’ fore- 
cast of 3,406,800 barrels daily 


| average as the amount of crude 
»| production required to meet de- 


mand in January was only 
12,800 barrels shy of actual pro- 
duction, the report showed. 

January figures showed a 
sharp slump in fuel oil con- 
sumption, with demand for gas 
oil and distillate fuels indicated 
at 12,642,000 barrels, compared 
with 15,828,000 barrels in De- 
cember and 14,856,000 barrels 
in January 1937. January de- 
mand for residual fuel oils was 
compared 
with 27,636,000 barrels in De- 
28,119,000 barrels in 
January a year ago, and 26,597,- 
000 barrels in January 1936. 

Stocks of finished gasoline 
reached 79,114,000 barrels at the 
end of January, compared with 
69,892,000 barrels at the end of 
December, and 64,293,000 bar- 
rels at the end of January, 1937. 
Total stocks of finished and un- 
finished gasoline on Jan. 31 
85,873,000 barrels, or 
8,883,000 barrels above the 
level of the previous month. 

Crude production in East 
Texas increased slightly during 
January, but the output of 
other important districts of the 
Lone Star state declined so that 
the daily average output for 
Texas fell from 1,336,500 bar- 
rels in December to 1,317,700 
barrels in January, the report 
said, 

Developments in the Wil- 
mington field were responsible 
for another increase in Cal- 
ifornia, the advance being from 
705,000 barrels daily in Decem- 
ber to 709,900 barrels in Janu- 
ary. Oklahoma’s daily produc- 
tion averaged 561,600 barrels, a 
slight decline from December. 

A twenty-year high was set 
in Illinois, with a daily average 


_ of 36,400 barrels for January. 
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West Coast Oil 
On Way to East 


N. P.N. News Bureau 
LOS ANGELES, March 14.— 
The Mallory Line tanker Hox- 


bar, which recently brought 
Gulf Coast gasoline to Cal- 


ifornia harbors, is scheduled to 
arrive in New York about April 
1 with 70,000 barrels of high 
asphalt crude from the Gato 
Ridge field. Gato Ridge is near 
Point Sal, Calif. 

The Hoxbar caused quite a 
stir among California refiners 
when it had been learned she 
left a Gulf port about Feb. 1 
with 80,000 barrels of gasoline 
consigned to California ports. 
This cargo was distributed 20,- 
000 barrels in Los Angeles, 





DAILY AVERAGE PRODUCTION 
IMPORTANT DISTRICTS 


American Petroleum Inst. Figures 


Week Ended 


Mar. 12 Mar. 5 
Barrels Barrels 
Oklahoma City 129,150 124,100 


Total Okla. 526,100 »,450 
noe pe 


East Texas . 127,750 426,500 





Total Texas. . 1,290,500 1,269,750 
Rodessa . : 12,350 12.250 








Total La. 255,800 256,750 
California 727,700 720,800 
FE. of Rockies 2,654,400 2,618,900 } 
Total U. S..... 3,382,100 3,339,700 | 
- - i 
Crude imports 110,570 55,430 | 
Tot. new sup’ly 3,492,670 3,395,130 
- | 





18,000 barrels at Stockton, Calif., 
and the balance of 40,000 barrels 
between Portland and Seattle. 
The consignment to Petrol 
Corp. was absorbed by the mar- 
ket, although softness developed 
in spots, according to reports. 
Reports from the Mid-Con 
tinent said that the Hoxbar 





Motor Fuel Stocks 
Gas, Fuel Stocks 


N. P. N. News Bureau 

NEW YORK, March 15.—Mo- 
tor fuel as well as gas and fuel 
oil stocks kept stacking up the 
past week, while crude runs to 
refinery stills were lowered 29,- 
000 barrels daily average, ac- 
cording to the American Petro- 
leum Institute. Reporting plants 
were operating at 76.2 per cent 
capacity, or 0.8 per cent less 
than the previous week. 

Stocks of motor fuel increased 
933,000 barrels the week ended 
March 12, compared with an in- 
crease of 1,432,000 barrels the 
previous week. These stocks to- 
taled 88,124,000 barrels’ on 
March 12, and were nearly 5,- 
000,000 barrels less than the es- 
timated total U. S. stocks. 

Gas and fuel oil stocks in- 
creased 397,000 barrels, stand- 
ing at 120,278,000 barrels at the 
end of the week. Two large in- 


Gain 933,000 Bbls. 
Up 400,000 Bbls. 


creases one of 722,000 bar- 
rels in California and one of 
364,000 barrels in Texas Gulf 
were partly offset by a decrease 
of 478,000 barrels in the East 
Coast. Louisiana Gulf stocks 
also were down 153,000 barrels. 

Increases of 535,000 barrels 
in motor fuel stocks in the Tex- 
as Gulf; 306,000 barrels in the 
East Coast; and 214,000 barrels 
in Indiana-Illinois-Kentucky, ac- 
counted chiefly for the coun- 
try’s total increase. Louisiana 
Gulf reported a decrease of 158,- 
000 barrels and two other dis- 
tricts showed smaller declines. 

Motor fuel stocks at refiner- 
ies increased 1,251,000 barrels, 
standing at 56,148,000 barrels on 
Mareh 12. In-transit and _ ter- 
minal stocks declined 234,000 
barrels, to 24,892,000 barrels, 
and stocks of unfinished gaso- 
line declined 84,000 barrels, to 
7,084,000 barrels. 


loaded at American Petroleum coastwise trade an excise tax 


Co.’s terminal with 60 octane, of 21 cents a barrel is added. 
400 e.p. gasoline at a price of While the reduction was due 
five cents per gallon loaded. to a number of factors, it was 
This permitted delivery, it was chiefly the result of the decline 
said, at West Coast points for in tanker rates, the New Jersey 
6.25 cents, about 1.25 to 1.75 company explained. 

cents under comparable g . —— 

liné in tank cars f.o.b. Los 
Angeles Basin refineries. 


Faso- 
East Texas Indictment 


Bunker C Cut 10c Charges 95 Men 
NEW YORK, March 1 


Standard Oil Co. of New Jer 


> 


sey reduced its price for do ; rLI R fex., March LZ. 
mestic bunker C fuel oil 10 cents; !wenty-five men have been 
per barrel to $1.15 at New jointly charged in federal in- 
York, effective March 11. Other “ictment here with having made 
sellers followed the New J false affidavits to the Federal 
sev company’s cut, puttine into Tender Board on overproduced 
effect a 10-cent reduction at all l. Nine had appeared before 
eastern seaboard points from S. Commissioner Ed Taylor 
ortland, Me to the Gulf. id made bond 

On the same day, the Ne Ralph Gilliland was held for 
Jersey company ‘reduced its ial under bond of $10,000 and 
price for bonded bunker C fuel 1e ymmissioner fixed bond of 


$1,000 each for C. G. Ponder, 


oil 5 cents a barrel to a ne\ ; 
Joe Vardeman, D. V 


price of $1.00 per barrel. Bonded Loftin, 


} . * * ‘Hlhoa } } | ‘ ’ 
fuel oil is foreign oil brought +. ‘oOtbert, adi Lawson, 
to American terminals and Frank Jones, W. C. Adams and 
placed in bonded storage. If this) George Rhodes. 
: fc a ‘ ‘A107 hit val "| nai ) } ’ 
oil is sold to foreign ships, th ‘he indictment charges that 
il Otay rr” - —r\4 mF 1] . iia . . i od 
Oi tariff” is» not applicable. excess oil was produced from 


Ph 


However, when sold to ships in, March 1, 1935 to Jan. 1, 1938 
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CURRENT REFINERY OPERATIONS 





——_—__——_—_——_—_—— Storks—-—_-__--__--—_-—__, Cracked Gasoline Production 
Per Cent of Reporting ; Thousands of Barrels ©%, Total Daily Av. Pro- 
Per Cent Daily Average Crude Capacity Operated Total Finished Total Finished Gas & Gas & Capacity duction (Barrels) 
Districts Capacity to Stills (Barrels) Week Ended and Unfinished and Unfinished Fuel Oil Fuel Oil Reporting Week Ended 
Reporting Week Ended Motor Fuel* Motor Fuel* 
Mar. 12 Mar. 5 Mar. 12 Mar. 5 Mar. 12 Mar. 5 Mar. 12 Mar. 5 Mar. 12 Mar. 5 
Fast Coast 100.0 188.000 01.000 72.9 74.9 99 276 21.970 9 500 78 roo oO 1OL.OOO 103.000 
\ppalachian 68.4 90.000 103.000 69.8 » $ 670 3,767 1.250 ! 9 OL 6 21.000 2° 000 
Ind.. WL. Ky 92 4 105,000 98.000 9 15.764 15,550 6.796 6.848 123.000 114.000 
Okla... Kans... Mo $4.7 216,000 260,000 64.2 67.9 8.204 8,195 5,433 tol 90.3 65,000 70,000 
Inland Texas 56.6 148.000 128.000 73.6 63.7 2 830 2.831 1.631 1.583 | :9.000 .7.000 
Texas Gulf 95.7 713,000 684,000 89.5 >.8 14,13 4,599 9 42] 9 057 8.0 170.000 159,000 
La. Gulf 96 6 132,000 132,000 8.6 8.6 2,363 2,521 063 L216 100.0 * 4.000 26.000 
No. La., Ark 63.7 39,000 10,000 67.2 69.0 195 191 hae 29 77.5 8.000 000 
Rocky Mt 69.7 16,000 19,000 ty - » 0 338 2.313 v1 745 { 13.000 7.000 
( lifornia 00 9 514.000 555.000 o8 ¢ 4 4 16.050 15.954 $4.10% , Tie) 6.0 6, 000 61.000 
Fotal Reporting 89.0 2? 821.000 2.850.000 9 0 88,124 $7,191 20,278 19.88 1.8 631,000 604,000 
Estimated U.S. Total (Bur 
of Mines Basi 3,100,000 3,130,000 93.084 92 151 122.818 9° 47) 15.000 670.000 


*Includes stocks at refineries, in bulk terminals, pipe lines and in transit. 
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Injunction Denied 


Mexican OilFirm 


N. P. N. News Bureau 

NEW YORK, March 14.—The 
struggle between the Mexican 
government and 17 oil com- 
panies operating in that coun- 
try, with a total estimated in- 
vestment of about $500,000,000, 
continues, with the battle now 
definitely out of the courts, with 
the denial March 12 of a perma- 
nent injunction asked by the 
companies to restrain enforce- 
ment of wage 


Mexic: Labor 


award of the 
Board made 


award 
) of 26,000,000 
{ 


200,000 


pa 


ymmitte 


+7 


Mareh 
‘an Supreme Court. 
lowing that decision, the 
‘companies again reiterated 
stand they took when the 
LS made—their 


1 


yy 


mY 
ni 


i 


ct 
, ontend 
that the increase would amount 
$11,000,000 
nnually, rather than the 26, 
000,000 pesos estimated by the 
board, and they refuse to su 
partial control to the 


ith it. The companies 


to 441.000.0000 peso: 


1ext brought 

District Judge 

who granted a tempo 

‘r restraining enforce 

the Board’s order on 

ch 8. The injunction was ef 
tive until a hearing 


19 i3e 
Ofl Lil© 


competence 
experts who handled the 
Case. 

On March 12, Judge Bartlett 
vacated the temporary order 
and denied a permanent injunc 


tion. In his ruling stated 


’ 
i 
ha 
iit 
7 
l 


that it as in the interest of 
the country that the Supreme 
Court’s decision be carried out. 

With the oil 
fusal to 
of the 


companies re 
comply with the terms 
award, and standing 
a compromise made 
January, the government 
faced with two alternatives. 


offer 


It may take over oil company 
to be operated in the 
interest of the workers. This 
action was empowered by the 
Supreme Court decision, and 
has been threatened, although 
as yet no attempt has been 
made to put federal intervenors 
in management posts, it was 
learned here. 


property 


The government’s other alter- 
lative—acceptance of the com- 
promise offered—would = give 
workers five pesos a day, more 
than double the minimum wage 
legally required for Mexico. It 


also offers vacations, establishes 
a fourty-four hour week, with | 
fifty-six hour pay. Workers are | 
to be given homes, or housing | 
allowances, with free medical | 
care for workers’ families, re- | 
tired at 55 years of age, and| 
full pay for injured workers. 

The companies’ offer would 
mean wage increases of about 
20,000,000 pesos, or about $5,000,- | 
000 annually. 


| 


LONGVIEW, Tex., March 12. 

A principal difficulty con- 
ronting East Texas independ- 
ent producers and refiners is 
the disparity between the price 
of East Texas crude and that of 
numerous other fields, asserted 
John C. Schroder, president of 
the East Texas Independent Oil 
Association in a statement this 
week. The remedy he proposed 
was the raising prices of 
other crudes. 


Oil Scouts To Meet 
At Tulsa, May 12-14 


N. P. N. News Bureau | 
TULSA, March 12.—Officers | 
of the National Oil Scouts As- 
sociation met in Tulsa, March 11 
and began planning for the an- 
nual convention which will be 
held in Tulsa, May 12, 13 and 14. 

Lee A. Adams, Sinclair Prairie 
Oil Co., Oklahoma City, national 
chairman, presided at the meet- 
ing when selection of commit- 
tees was made. William S. 
Arthurs, chief scout of Skelly 
Oil Co., Tulsa, was named as 
general Tulsa chairman of the 
convention. Other chairmen ap- 
pointed were: 

Entertainment: Ralph” =A. 

‘inman, chief scout of Sinclair 
Prairie company, Tulsa. 

Housing: Clyde Bebee, chief 
scout, Shell Petroleum Corp., 
Tulsa. 

Publicity: Lawrence E. Smith, 
National Petrolenm News. 

Golf: Theodore Shaw, Sinclair 
Prairie Oil Co. 

Registration: Henry  Lang- 
specht, independent operator, 
formerly scout of Shell 
Petroleum Corp., Tulsa. 

Music: Robert E. Curran, Car- 
ter Oil Co., Tulsa. 

Ladies’ Entertainment: 
Ralph A. Steinman. 

The program is being ar- 
ranged by officers of the nation- 
al association and the Oklahoma 
division and will probably in- 
clude some addresses by techni- 
cal men, such as have been fea- 
tures of meetings in recent 
vears. Attendance is expected to 
be about 300. 

The yearbook of the associa- 
tion will be ready for distribu- 
tion about the time of the meet- 
ing. This has been developed 
into a valuable reference work 
and this year will be enlarged to 
cover all active areas in the 
U.S. 
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Tomorrow's MoToR OILS 





;. EMINENT AUTHORI- 
TY on lubricating oils and lubrication 
has stated that the lubricant of tomor- 
row will be an “assembled oil,” made 
up of specialized components, each of 
which possesses one or more properties 
extremely important in the make-up 
of a lubricant for any given purpose. 


While that point has not been en- 
tirely reached as yet, the requirements 
for and the manufacture of crankcase 
lubricants especially are trending so 
rapidly in that direction that discussion 
of what the ultimate lubricant will be 
is not a visionary wandering of the 
academic mind, but a decidedly practi- 
cal look-see at what the immediate fu- 
ture probably holds. 


A review of the properties in lubri- 
cants which occupy most the minds of 
refiners and automotive men alike 
shows that the following characteris- 
tics are of most important: 


Viscosity and the viscosity change 
with temperature change, the so-called 
V-I. 

Oxidation stability, and the deposi- 
tion of sludges and so on in equipment. 

Oiliness, or film strength—the ability 
to maintain a lubricating film under se- 
vere conditions. Pour point, the 
“pumpability” of a lubricant at low 
temperatures. Other properties have 
some importance, but on these four 
“hang all the law and the prophets 
(profits) .” 


Doubtless agreement could hardly be 
reached as to which of these proper- 
ties is of the most importance to the 
engine and the operator. However, 
since the primary and all-important 
job of a lubricant is to prevent metal- 
to-metal contact between bearing and 
journal under all conditions, film 
strength or oiliness is generally con- 
sidered the controlling property. The 
viscosity index or stability to oxidation 
and heat decomposition characteristics 
are of little use if the oil will not stay 
between the rubbing surfaces, reduce 
friction and prevent scoring and seiz- 
ure. 

So far as can be foreseen now, pe- 
troleum hydrocarbons will and must be 
the source material for the major por- 
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By Arch L. Foster 


Technical Editor, National Petroleum News 


tion of our future motor lubricants, as 
at present. 

Our habitual loose method of verbal 
expression is to state that paraffinic 
hydrocarbons compose the best lubri- 
cating oils. That this is untrue is in- 
dicated by the fact that paraffin wax, 
the “type molecule” of the paraffins, is 
not a lubricant in any real sense. It is 
necessary to remove most of the wax 
found in paraffinic lubricant fractions, 
not especially because of the non-lubri- 
cating properties of the wax—which 
will lubricate in an indifferent manner 
when fluid—but because of the effect 
of wax on the pour point and flow 
characteristics of the finished product. 

It is more exact to state that the 
heavy lubricating fractions of petrole- 
um crudes which are classed as paraf- 
finic, because of their content of paraf- 
fin wax and straight-chain hydrocar- 
bons, yield the best lubricating oils ob- 
tainable from natural raw materials 
by our present refining methods. No 
appreciable amount of paraffin hydro- 
carbons are present in lubricating oils 
of this or any type, so far as present 
knowledge goes. Rather the material 
which does the lubricating is of the 
naphthenic type, and the predominant 


molecule in good lubricating oil is of 
the so-called saturated multi-cyclic 
nucleus with a number of long side 
chains attached. Whether or not these 
molecules possess properties due to 
their chemical structure which enable 
them to orient in definite ways on the 
surface of bearings and journals has 
not been definitely determined; but this 
is generally considered true, although 
the mechanism is still little understood. 


Quis property of a fluid by which it 
“sticks” to a bearing surface has been 
referred to as polarity. By this is 
meant that one part of a molecule has 
a chemical or physico-chemical attrac- 
tion for the metal of bearing or journ- 
al, by which the fluid retains intimate 
contact with the metal surface under 
pressure or forces tending to wipe 
away or squeeze out the fluid. Organic 
acids possess this property to a much 
greater degree than do straight hy- 
drocarbons, as will be brought out 
later. But this property is present in 
widely varying degrees in practically 
all liquids. It appears to be associated 
with viscosity, but the natural laws 
governing the interdependence of “oili- 
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Fewer Grades Necessary 


Service stations of the future—and not so far distant future at that—will 
carry two or three grades of crankcase oils to meet the needs of the 
coming automobile engines, in place of the six or seven grades carried today. 
These future crankcase oils will be carefully compounded from various 
materials, much as a pharmacist fills a prescription, and will meet the lubri- 
cation demands of powerful, heavy duty, high speed automobile engines 
with unit bearing pressures of as high as 10,000 pounds per square inch. 
These points and many more about the motor oils of the future are 
discussed in the accompanying article, which was prepared and recently 
presented, by invitation by the Technical Editor of National Petroleum 
News, before the Kansas City Section, of the Society of Automotive En- 


A tew words are used that are strange to a layman, but the article is 
written for him to understand and it contains so much information, valuable 
even to the man dispensing motor oils to the public at service stations, rela- 
tive to the trend in the demand for and the manufacture of lubricating oils 
for automotive engines, that is herewith presented in full. 














ness” and viscosity or fluidity again 
are little understood. 

It is to the segregation of this par- 
ticular type of hydorcarbon from pe- 
troleum’s heavy fractions that we must 
look for the base or carrier of our fu- 
ture lubricants. We must learn two 
things before we can make the best 
of the lubricating qualities existent in 
petroleum materials. First, the type 
of molecule which has the highest 
lubricating characteristics must be de- 
termined. Next, methods for concen- 
trating this material from the raw 
petroleum must be perfected and made 
commercially practicable. 


i N addition to the very old method of 
distillation, the best tool now known 
for concentration of the various types 
of petroleum materials is that of the 
selective solvent. During the last five 
or six years intensive research has 
brought out a number of solvents 
which with greater or less exactness 
choose between the two major types 
of hydrocarbons—so-called paraffins 
which are really the cyclic, or naph- 
thenic type predominating in paraffin 
base crudes, and the so-called naph- 
thenic or asphaltic type—in order to 
separate them in a relatively crude 
and unquantitative manner. 

These solvents—sulfur dioxide, nitro- 
benzene, the cresols, acetone, phenol 
(carbolic acid), etc.—are the tools by 
which the so-called solvent refining 
processes accomplish their purpose. 
These are to increase the viscosity in- 
dex; decrease the carbon deposition 
tendencies, and other deleterious prop- 
erties of the lubricant; to eliminate 
or minimize the easily oxidizable naph- 





thenes and asphaltenes of the raw 
material, those which change their vis- 
cosity most rapidly as temperature 
changes. 


However, at present these methods 
leave something to be desired in the 
properties of the solvent-treated oils. 
Too high degree of refinement destroys 
oxidation resistance, reduces oiliness 
and “body” of the lubricant. It is 
believed that the solvent, in removing 
the undesirable products, also removes 
for instance natural oxidation inhib- 


itors present in the raw material, with. 


the result that the oil forms acidic 
compounds, sludges, etc. in service, 
which attack metals, plug lines and 
screens and create rather than minim- 
ize troubles. 


In short, the solvents as it present 
used are not selective enough in their 
solvent action. The job is to find sol- 
vents, or more likely both solvent and 
treating conditions which will selec- 
tively remove the deleterious  sub- 
stances and leave those which will do 
the best lubricating job. 


This will mean that the various sub- 
types of hydrocarbons must be sep- 
arated and studied to determine their 
relative properties, and that those 
which possess the properties desired 
will be recombined to form the base 
of the finished lubricant. This will 
mean a simple separation of the two 
main classes of material, along the 
lines now used in solvent extraction. 
Each portion so segregated will be fur- 
ther treated with other solvents, or by 
distillation, by crystallization, or such 
other processes as the ingenious re- 
searcher may devise, by which small 


portions of materials are separated, 
each of which will possess to an ex- 
tremely high degree one of the prop- 
erties which must be intensified in a 
super-lubricant. 


For example it is believed that filter 
clays, in decolorizing and refining lubri- 
cants remove therefrom small percen- 
tages of high molecular weight oils 
which act as natural inhibitors to re- 
tard oxidation, and acid and sludge 
formation. We are told that research- 
ers have recovered these materials 
from such waste products, and that 
these may be returned to the oil as 
concentrated inhibiting “catalysts.” 
Also in refining so-called “white oils” 
with concentrated acid and heavy fil- 
tration, a super-refined products is ob- 
tained which is presumably free from 
all undesirable constituents. This white 
oil is practically useless as an engine 
lubricant, having very low oiliness, low 
oxidation resistance and high consump- 
tion, showing that the lubricating hy- 
drocarbons have been removed, leav- 
ing behind the least reactive inert ma- 
terials. 


ae NE refining problem is to recover 
in their original state these substances 
which are taken out by the treatment 
given to make white oils, which appar- 
ently comprise the best of the lubricat- 
ing fraction of the raw stock. Puri- 
fication of this material may provide 
a concentrate which can be added to 
the base material to bolster up oiliness, 
stability and friction coefficients and 
possibly other properties. These and 
other possibilities of course require an 
immense amount of research work to 





Special apparatus for testing lubricating oil has been constructed in a wide variety of forms. 
used to compare lubricating oil 
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At the University of Tulsa this dynamometer-assembly is 
qualities under conditions approaching those of actual service 
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HEMICAL ENEMIES LIE IN WAIT 

in gasoline to slug the Chemical 

Cop just as thugs ambush a blue- 
coat in an alley 


Don’t let them get away with it 


The Chemical Cop is U.O.P. Inhibitor 
No 1 and the Universal organization 
backs him up— protects him 


Universal specialists spy out these 
enemies and knock them out by proper. 
sweetening and treating methods before 
they get achance at the cop Hecouldn't 
do his job without this protection 


The Chemical Cop will work for any 
refiner 


But it is better to be a Dubbs refiner 
and get the full benefit of Universal’s 
inhibitor service—to say nothing of the 
benefits of Dubbscracking 


The Chemical 
Sergeant is al- 
ways on Call for 
jobs that are too 
tough for the 
cop The Sergeant is U.O.P. 
Inhibitor No 4 





Universal Oil Products Co Dubbs Cracking Process 
Chicago, Illinois Owner and Licensor 
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The motor oils this Automobile of the Future will use will be as different from today’s lubricants 
as this car is from motor vehicles of today. Designed by Norman Bel Geddes, industrial designer, 
this streamlined automobile is driven from a diesel-electric power plant mouned in the rear 


determine the actual facts and to make 
the operations commercially practic- 
able. 

One big problem exists in attempting 
to promote the necessary properties of 
a lubricant, since some of these prop- 
erties are mutually antagonistic. For 
instance, the more highly polarized a 
material is, that is, the greater affinity 
it has for clinging to a metal surface 
under pressure or high temperature, 
the more susceptible it is to oxidation 
or to chemical reaction. 


X APHTHENIC acids found in petro- 
leum have a considerably increased af- 
finity for forming a tenacious layer on 
a bearing surface. These acids also are 
easily oxidized, and under some con- 
ditions corrode engine metals serious- 
ly. The straight paraffin hydrocarbons 
containing no orienting group such as 
the acid nucleus, COOH or —OH, are 
least susceptible to oxidation but also 
have less oiliness or lubricating ability. 
Consequently the choice of ingredients 
best for a lubricant is a compromise 
between these two properties. In an 
assembled lubricant the components 
will add a desirable property or count- 
eract the bad features of other com- 
ponents. 

Synthetic chemistry is another source 
of lubrication aids. Materials chosen 
for their special qualities among the 
four enumerated, and for relative free- 
dom from undesirable characteristics, 
are already synthesized and used com- 
mercially. Petroleum fractions are 


used as intermediates in manufactur- 
ing addition products more efficient 
than the natural hydrocarbons in one 
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or more properties. Inorganic ele- 
ments are added to hydrocarbons and 
organic nuclei to raise their lubricating 
efficiency, or to inhibit bad features 
which accompany highly needed prop- 
erties. 

Among the processes by which lubri- 
cants may be synthesized are the 
Friedel & Crafts process, by which an 
aromatic and an aliphatic hydrocarbon 
are combined under the catalytic action 
of anhydrous aluminum chloride; for 
example naphthalene (moth balls) is 
mixed with butyl chloride or a mixture 
of organic chlorides and AICI], and the 
two or more organic groups are com- 
bined to form a heavier molecule more 
in the nature of a lubricating oil. An- 
other use of aluminum chloride is for 
treating a mixture of hydrocarbons to 
produce a rearrangement of the mole- 
cular structures, combine smaller into 
larger molecules, and to rob one type 
of molecule of a part of its groups to 
form more stable materials of higher 
lubricating properties. 

The Fittig synthesis also combines 
smaller molecules to form larger ones 
by the use of the bromides or iodides 
of the organic substances along with 
sodium metal. In this manner, as in 
the Friedel & Crafts process, large lub- 
ricating oil molecules may be built up, 
although the cost prohibits the use of 
this method for any but the most ex- 
pensive specialties, and it may not be 
considered as a commercial method as 
yet. 

Probably the most promising method 
of producing synthetic lubricants now 
is by the polymerization and/or hydro- 
genation of unsaturated hydrocarbons. 
Unsaturated gases and light liquids are 


formed in the destructive distillation 





(cracking) of heavier petroleum oils, 
as in the making of cracked gasoline; 
by the heat and pressure cracking of 
natural and refinery gases, and the 
cracking of paraffin wax, for instance, 
to yield olefins, or hydrocarbons with 
a “double bond” between carbon atoms, 
a type of chemical combination which 
enables the chemist to re-combine 
these molecules in a variety of ways 
as will be shown later. It is doubtless 
to the polymerization-hydrogenation 
process that we may look for much 
of the special material for tomorrow’s 
lubricants. 


§ ULLIVAN and Voorhies' of Stand- 
ard Oil Co. of Indiana, cracked paraffin 
wax, obtained by dewaxing Mid-Con- 
tinent oil fractions, to yield lighter ole- 
fin or unsaturated materials, which 
were polymerized by AIC], to make 
lubricating oil of very high viscosity 
index, a V. I. of as high as 120 being 
reported. From pure olefins, that is, 
liquid or gas containing only one kind 
of molecule, oils of V. I. as high as 
138 were produced, but in this case 
trouble was found due to the high pour 
point of the product. This would re- 
quire a pour point depressant to elimi- 
nate this bad property. 

Otto, Miller, Blackwood and Davis’ 
polymerized the cracked light ends of 
refinery gasoline, probably ethylene, 
propene, butene, pentene, etc., to make 
the synthetic product commercially 
termed ‘“Paratone,” a material of ex- 
tremely high V. I., and which has the 
property of increasing greatly the V. I. 
of natural lubricants to which it is 
added in small percentages. By its 
use these experimenters claim that 
oils of 120 V.I. are entirely practicable 
commercially. The use of oils of this 
V.I. will divide the number of SAE 
grades necessary to meet our present 
viscosity range requirements by two, 
or only half as many grades will be 
needed to meet car requirements under 
the present classification system. 


Mikeska* synthesized a large number 
of aromatic-aliphatic and aromatic- 
naphthenic hydrocarbons, many of 
which showed V. I. of 138 to 164, and 
one has the extremely high VI. of 
196. Assuming that a lubricating oil 
could be manufactured with such a 
V.I., it would be necessary to have 
only one SAE grade for all automo- 
tive purposes, provided the pour point 
and stability properties were satisfac- 
tory. Needless to state, the production 
of such a commercial lubricant for 
general automotive use is not now 
economically practicable. This 196 V.I. 
product, by the way, answers to the 
name of n-octadecyl benzene. 

Most of these synthetic materials re- 
ferred to have been studied with the 
purpose of improving the temperature- 
viscosity factor, the V.I., to produce 
oils which are fluid at low tempera- 
tures and still have enough viscosity 
at high engine temperatures. In this 


1Ind. Eng. Chem. 28, 604 (1931). 
?Proceedings, A. P. I., IIT, (1934). 


Ind. Eng. Chem. 28, 970 (1936). 
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Petroleum Industry Sees 
Volume Increase In 1938 


Older Cars In Use Will 
Need More Gas And Oil 








INCREASE YOUR PROFITS TOO BY SELLING 


WIDER PROFIT MARGINS - PROTECTED TERRITORIES 
MORE EFFECTIVE SALES COOPERATION 


AN OIL WITH 45 YEARS’ PRESTIGE = 
MONOGRAM 


The Monogram franchise has always been OIL 





a money-maker. Its profit possibilities today 


are the greatest in the history of the business. 


FOR FULL INFORMATION ADDRESS 


FRANCHISE DEPARTMENT 


NEW YORK LUBRICATING OIL CO. 


116 BROAD STREET - NEW YORK -: _ U.S.A. 











Sales Offices and Warehouses 
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BY EIGHT YEARS OF GRUELLING SERVICE 





Let Farrell engineers study your individual 
needs and help you make your truck tank 
dollars go farther and work harder. If you 
want sturdy, dependable construction 
beauty of design . . maximum safety . . 
highest quality workmanship that insures 
carefree, economical operation . . it will pay 
you to get facts and figures from Farrell 
before buying. Write, wire or telephone 
today . . or better still, visit our factory for 
a complete and unhurried discussion of your 
needs with various key men in our or- 
ganization. 
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class as well as in oiliness, pour de- 
pressants, and other additions, other 
materials and processes are used, 
such as treating heavy materials with 
ultra-violet light; polymerization of 
coal tars with heat and pressure; coal 
tar and acetylene gas with AICl,; 
naphthalene with paraffin hydrocar- 
bons; the naphthenic oil extracted in 
solvent processes treated with AICl,; 
petrolatum (low melting point paraf- 
fin wax) heated with lubricating oil 
and AICl,; diphenyl oxide heated with 
the light and medium boiling prod- 
ucts from coal tar, and a host of 
other products. 


Still another source of synthetic lu- 
bricating oil products is by the addi- 
tion of chlorine, bromine or iodine, usu- 
ally chlorine, to such materials as 
benzene and aromatics from coal tar 
or their derivatives. Chlorine is added 
to fatty acids, such as oleic acid, the 
normally liquid part of hog and beef 
fats, and stearic, palmitic acids from 
animal fats; ricinoleic, linoleic and 
other vegetable fats from palm oil, 
linseed oil, and such. 


* 


© HESE products are used primarily 
as oiliness agents which increase the 
film strength necessary to maintain 
oil films in bearings under excessive 
pressures, as are encountered in gaso- 
line and diesel engines under heavy 
operating conditions. Claims are made 
for some of them that they also have 
high V.I. properties, inhibit oxidation 
tendencies and increase oil stability 
under heat and that pour points are 
lowered by their addition to mineral 
oils. 


One case of higher V.I. claimed is 
is the product obtained by the con- 
densation or polymerization of soya- 
bean or palm oil, both unsaturated or 
olefin materials of the fatty oil type, 
with A1C1, to produce more saturated 
oils of higher molecular weight and 
viscosity, which possess both high V.I. 
and high oiliness, it is claimed. An- 
thracene, a heavy molecule product 
from coal tar, is combined with chlor- 
inated fatty acids, to add oiliness and 
greater stability to mineral oils. 

For depressing the pour point of 
lubricants, one of the two best known 
products is Paraflow, made by poly- 
merizing (condensing) paraffin or 
“waxy” hydrocarbons containing two 
chlorine atoms per molecule with coal 
tar aromatics, and adding the prod- 
uct in small percentages to mineral 
oils to avoid necessity for drastic re- 
moval of wax. Another is Sanatone, 
an organic product used for the same 
purpose. Both these materials are 
widely used in the industry, and are 
considered to improve appreciably the 
finished lubricant. 

Rapeseed oil, a highly unsaturated 
oil, is oxidized for addition to lubri- 
cants to inhibit pour point; hydroxy- 
stearic acid and other organics contain- 
ing an alcohol —OH group are used 
for the same purpose. Castor, rosin, 
and sperm oils are reduced to a sort 
of paste form to lower lubricant pour 
point temperatures. The list of such 
materials is long, but little has been 
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reported on their comparative efficien- 
cies for the purposes claimed, or on 
their good or bad characteristics on 
other specifications. 

Among other oiliness agents which 
have been proposed, patented or used, 
are small amounts of rubber, which 
was announced by Hyde in 1855; oxi- 
dized paraffin wax, and heavy mineral 
fractions oxidized under controlled 
conditions either electrically or chem- 
ically; oxidized montan wax, a Mnat- 
ural product extracted from lignites 
in Germany; organic nitrogen-base 
soaps, metallic soaps and salts such 
as calcium phenyl stearate, the syn- 
thetic oiliness ingredient in some lu- 
bricants now used especially for die- 
sel and heavy duty engines. Tricresyl 
phosphate is another compound used 
to increase oiliness in crankcase lu- 
bricants, as is a chlorine addition prod- 
uct of esterified stearic acid. Chlori- 
nated diphenyl derivatives are also 
widely used where high film strength 
is needed or wanted. 


In the field of anti-oxidants, nitro- 
gen-containing compounds appear to 
show the best results so far as re- 
ported. Oxygen-containing materials 
such as aromatic alcohols and phenols 
are also used. Amines, organic com- 
pounds with a group having one nitro- 
gen atom and one or more hydrogen 
atoms attached to the nitrogen, are 
easily obtained at relatively low cost. 
Hydroquinone is typical of the com- 
pounds with an alcohol group included 
which shows good oxidation inhibiting 
properties, Hydroquinone is easily oxi- 
dizable, and is used in developing pho- 
tographic emulsions for that reason. 


All anti-oxidants have their inhibit- 
ing effect by being more easily oxi- 
dized under operating conditions than 
are the mineral oil constituents, there- 
fore oxidation of the inhibitor occurs 
selectively, the presence of the anti- 
oxidant preventing attack of mineral 
oil by the oxygen which comes in con- 
tact with the oil. As a result of this 
action, oxygen attacks the mineral oil 
slightly if at all so long as any inhib- 
itor is present to be oxidized. There- 
fore, the inhibitor must be added in 
quantity sufficient to last as long as 
the oil is used, the mineral oil being 
open to attack after the inhibitor is 
used up. 

Para-amido-phenol, a derivative of 
carbolic acid, is another photographic 
developer which has oxidation inhibit- 
ing properties. Pyrogallol, diphenyl- 
amine, gallic acid, beta-naphthol, re- 
sorcinol are among a large number of 
compound types which possess _in- 
hibiting powers. One problem in in- 
hibiting oxidation of lubricating oils 
is the fact that, unlike motor fuels 
which are inhibited against gum for- 
mation (a polymerization-oxidation re- 
action), the oils must be protected 
for a protracted period at elevated 
temperatures and pressures. Gasoline 
is protected at atmospheric tempera- 
tures, and when it reaches the engine 
at higher temperatures is immediately 
consumed as fuel. For this reason the 
problem of lubricant oxidation inhibit- 
ing is a more complex problem than 
that for motor fuels. 

From the foregoing analysis of the 





products and processes by which natur- 
al mineral oils may be improved to 
accentuate the several properties most 
indispensable in crankcase lubricants 
it is not difficult to write general spe- 
cifications for the future compound 
lubricant, toward which our present 
oils are rapidly trending. It is safe 
to state that the ultra-modern crank- 
case oil will contain at least six com- 
ponents, each selected for its special- 
ly high quality under one of the four 
major properties listed in our early 
paragraphs. 

The main body of the lubricant will 
be composed, as now, of a mineral 
oil base, but not the rather all-in- 
clusive catch-basin product we now 
use. The lubricating fraction of petro- 
leum will be dissected, taken apart, 
separated into classes of hydrocar- 
bons, eliminating the easily oxidiz- 
able portions, the low V.I. and the 
poor film strength materials. Those 
portions of highest film strength, with 
highest viscosity index, greatest oxi- 
dation resistance and the best pour 
characteristics which can be obtained 
along with the other more _ impor- 
tant properties, will be re-combined to 
form the base, the “carrier” for the 
other more highly specialized and in 
most cases synthetic, products, each 
of which is added to raise a given 
property to the highest practicable 
value. This is already being done in 
much greater degree than most of us 
may imagine. 


H HE most important additive to 
blend with this base stock, most en- 
gineers believe, is one or more of 
those which enhance to a marked 
degree the film strength or the load- 
earrying ability of the lubricant, to 
enable it to maintain an unbroken 
film of oil between bearing and jour- 
nal. Engineers say that within a few 
years unit bearing pressures of up 
to 10,000 pounds—five tons—per square 
inch of projected bearing area may 
be expected, especially in the more 
powerful, heavy duty high speed en- 
gines. 

Straight mineral oils will not sup- 
port such loads, as is well known, 
therefore a “bolster” must be added 
to support the pressures. At the same 
time, engineers would have us believe, 
and with considerable reason therefore, 
that higher film strengths in lubri- 
cants prevent a great deal of excess 
wear even in our present engines, 
along with better lubricating efficiency 
and higher net power output. A long 
list of these compounds are already 
available and the synthetic chemist is 
researching intensively to produce 
others or to commercialize processes 
for producing them’ economically. 
Time and experience will determine 
those most suitable for the purpose. 

To this blend will be added syn- 
thetic products like Paratone or other 
of the aromatic-naphthenic, aromatic- 
paraffinic, or naphthenic-paraffinic 
types, with V.I. of, say, 150 to 200, 
in such percentages as should permit 
us to reduce our crankcase lubricant 
grades from six or seven to two or 
at most three for all purposes. The 


(Continued on page 34) 
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Rest Rooms 


I N THE SPRING the oil 
company’s fancy turns to tourists 
and the tourists’ fancy turns to rest 
rooms, that is, if they are the perfectly 
normal type of tourists. 

So, it immediately follows that the 
rest room is a perfectly logical appeal 
for the oil company to use in making a 
play for tourist business. 

Of course, it used to be that the rest 
room was only mentioned in the priv- 
acy of one’s home, and then with a cer- 
tain amount of blushing and tempo- 
rary embarrassment. But today the 
rest room at the service station is eas- 
ily spotted from the station drive, and 
mother has not the slightest hesita- 
tion at rushing for it with little Mary 
in tow while father gets the tank filled. 
This is a far ery from the former tech- 
nique in which the prospective patron 
of the rest room walked casually in 
the direction of it, as though wander- 
ing about to admire the flowers and 
things, and then suddenly darted in- 
side. 

The past few years have seen a num- 
ber of oil companies include the rest 
room in their plans to promote busi- 
ness at the pump. This spring will 
see still another, when the Texas Co. 
will make the clean rest room the 
spearhead of its summer promotion 
campaign. 

The first gun in Texaco’s spring 
campaign featuring clean rest rooms, 
is the “White Patrol’, a squadron of 
48 white automobiles manned by 
trained operators, who will visit Tex- 
aco dealers in all 48 states recommend- 
ing that they take advantage of the 
company’s plan to increase spring busi- 
ness. 

A number of these cars are already 
on the road and others will be added 
immediately, according to company of- 
ficials. 


The plan is known as Texaco Regis- 
tered Rest Rooms. 


The purpose of 
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White Patrol 
To Inspect 


One of the Texaco 


the plan is to provide motorists with 
definite assurance of clean, fully- 
equipped, and properly maintained rest 
rooms which can be readily identified 
everywhere by green and white metal 
curb signs in front of Texaco stations. 

In order to display this sign the 
dealer’s station must conform to cer- 
tain basic requirements. Included in 
these are a flush type toilet in good 
working condition, a wash bowl with 
running water, mirror, waste basket, 
soap, towels, and toilet tissue. 

In addition, each dealer signs a 


BR 


White Patrol fleet of 48 cars which will visit the 

rest rooms of Texaco dealers to promote the company’s plan of Registered 

Rest Rooms. 

plays to indicate he has signed the pledge to keep his rest rooms clean 
according to the company’s requirements 


Beside the car is one of the curb signs which the dealer dis 


pledge, a framed duplicate of which is 
placed in the rest room, to maintain 
these facilities and to keep the rest 
room itself clean and fully equipped 
at all times. 

At present, the “White Patrol’ fleet 
is busy visiting dealers, recommending 
the plan to them as a means of in- 
creasing their business, and seeing that 
the pledges are signed if the rest 
rooms are actually worthy of the con- 
ditions in the pledge. 

The other function of the ‘White 
Patrol’ will be to travel over the 





Rest Rooms of Texaco Dealers. 


marks. 


NECESSARY ITEMS 
Toilet: 
Bowl—inside 
Bowl—outside 
Seat—top ... ag 
Seat—underneath 
Tissues ..... ; 
Tissues—Supply on hand? 
Is toilet in good working order: 
Wash Basin 
Soap—(Liquid) (Powdered) 
Soap—Supply on hand? 
Towels—(Paper) (Other) 
Towels—Supply on hand? 
Waste Basket ; 
Mirror : 
Floor—Around toilet 
Floor—Around basin 
Floor—General 
Walls—Around toilet 
Walls—Around basin 
Walls—-General 
Inside Door Lock 
Coat Hook 
Odor 
Pledge: 
Location 
Condition 
Electric Light a 
Electric Light Switch 
Optional Items: 
Toilet Seat Covers 
Disposal Can 
Drinking Cups 
Disinfectant 





Rest Room Inspection Report 


Form of Inspection Blank to Be Used By Inspector in Checking Registered 
The Blank Also Carries Space for Re- 
It Is to Be Made Out in Triplicate, the Original and One Copy 
to Go to the District Office, the Inspector to Retain One Copy 


MEN’S LADIES’ 
REST ROOM REST ROOM 
TIME TIME 

M. M. 











states and aid dealers in their effort 
to maintain their high standard of 
rest room service. 

Once a dealer has signed a pledge to 
indicate he has Registered Rest Rooms, 
a member of the White Patrol will vis- 
it his station at intervals, each time 
checking up on their condition. For 
this purpose an inspection form is 
provided. This report is prepared in 
triplicate, with the original and one 
copy going to the division office, and 
the inspector retaining one copy. 

The story of the White Patrol and 
Registered Rest Rooms will be told to 
the motorist, starting in April, with 
a large advertising campaign which 
will include billboards and _ national 
magazines. 

The Texas Co. anticipates that the 
patrol cars themselves will do much 
to contribute to the motorists’ favor- 
able reaction to the plan. On the door 
panel of each white car is the inscrip- 
tion -- “Inspection Car Registered 
Rest Rooms—A Texaco Dealer Serv- 
ice’. . 

Thus another milestone is reached 
in the effort to make clean rest rooms 
sell petroleum products, glorified this 
time by a fleet of 48 automobiles and 
inspectors whose sole duty is to see 
that the rest rooms of its company’s 
dealers are Clean. 

What customers expect in service 
station restrooms was studied by a 
man and woman investigator for The 
Texas Co. and their findings reported 
by the Texaco Dealer as follows: 

“Both rest rooms must be plainly 
marked, the investigators decided, with 
signs visible from the pump island 
where cars usually stop. The woman 
especially didn’t want to circle the sta- 
tion building in search of a rest room, 
and she didn’t want to have to inquire. 

“Rest rooms need not be as ornate 
as the average home bathroom, but 
they should be just as neat. White 
walls, a dark floor, and spotless white 
seats and washbowls seemed most in- 
viting. 

“The person inside should be able 
to lock the door, preferably by a bolt. 
A key missing from inside the door, 
and no bolt, is an annoyance. 

“Holders for tissue and towels should 
be provided, and should be kept filled. 
There should be a good brand of soap. 
If it is liquid soap its container should 
be kept filled. If you provide cake soap, 
there should be some receptacle for the 
cake. The next visitor won't like to 
grope around the floor for it. 

“Both men and women like mirrors 
in the rest room. The mirror doesn’t 
have to be an expensive one, but it 
should be clean. And the place should 
be lighted well enough so a person can 
see himself in the mirror. 


“Many operators seem to think that 
a shelf is needed only in the ladies’ 
rest room, to give a woman a place 
to lay her handbag and gloves. But 
the man who investigated the rest 
room situation wore a wrist watch, 
and in some rest rooms he found no 
safe place to put it while he washed 
his hands. He noticed the operator 
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didn’t wear a wrist watch, and appar- 
ently thought only of himself. 

“The male rest room investigator 
was tall. He stopped at one station 
run by a 5-foot-6 dealer. The rest 
room looked immaculate, but the top 
of the paper towel receptacle showed 
months’ accumulation of dust. The op- 
erator didn’t realize that it was dirty; 
he had never looked down on it as the 
visitor did. 

“Ventilation is important. No one 
likes to go into a rest room that smells 
like a rest room, even if it looks clean. 
Windows should be adequate, and 
should be opened from the top. 

“A coat hook on the door will be 
welcome to the person who visits 
your rest room. So will a waste bas- 
ket that isn’t too full to hold another 
towel. But a rest room inspected so 
often that to each visitor it looks as 
if he were the first one to use it that 
day is the most welcome of all.” 


A Tip for Improved 
Station Housekeeping 


CHICAGO —. Better housekeeping 
in the service station through dele- 
gation of responsibility for cleanliness 
to the station salesmen such is an 
idea offered to the industry coming 
from the grocery industry. 

A neighborhood retail grocery store 
in Des Moines, patronized by J. S. 
Walker, of Des Moines, a Kanotex 
Refining Co. salesman, furnished the 


idea. Walker noted the grocery store’s 
excellent housekeeping, and_ shelves 
being always stocked, in spite of a 
large volume of business. Even when 
the store was busiest the place was 
not littered, or the shelves poorly 
stocked. 

The grocer had wrestled with his 
housekeeping problem and one night 
arrived at what he thought was the 
solution. Each clerk was assigned a 
definite sector, in which he was to 
keep the shelves stocked and the floor 
and counters clean. Then, if there is 
any litter the grocer knows who is 
responsible. 

Walker offers a similar delegation 
of responsibility as an idea to improve 
service station housekeeping. The num- 
ber of spots to keep clean and the 
stock to be kept in order, would be di- 
vided among the salesmen. Each would 
have a definite responsibility, as one 
man on the drives, another on the 
rest rooms, another for the lubrication 
room, and so on. 

“Too often the station salesmen 
neglect housekeeping because of lack 
of definite responsibility,” Walker said. 
“A salesman sees that the drives are 
dirty, but thinks someone else should 
do the work since he cleaned the drive 
yesterday.” 

Walker further suggested the re- 
sponsibilities be shifted every week 
or month, so that one man is not 
kept too long on one assignment. The 
jobber could post in the station each 
man’s design responsibility for each 
period. 





Tomorrow s 


(Continued from page 32) 

V.I. of the oil will probably be 135-140 
at least, or 160 or thereabouts in or- 
der to reduce the number of grades 
satisfactorily. The lower the cost of 
these additives the greater percentages 
will be used and the better the finished 
oil. 

Further, the operating conditions of 
the engines being very much more 
severe, oxidation, and along with it 
sludge deposition and resin forma- 
tion, with resultant ring-sticking, line- 
plugging and combustion chamber 
filling must be guarded against. For 
this purpose the organic amines, 
amides, anilines, and other nitrogen 
compounds, heavy alcohols and phen- 
olic bodies are added to increase sta- 
bility. 

Along with this need may be in- 
cluded products which have the ac- 
tion of loosening carbon and resin de- 
posits, or of so plasticizing these de- 
posit-forming decomposition products 
that deposition does not occur, the 
products either blowing out the ex- 
haust line or being burned. Chlor- 
inated aromatic derivatives have al- 
ready been used commercially for this 
carbon-prevention purpose. 

Less necessity for reducing the pour 
temperature will exist in such a lubri- 
cant as we are considering, but the 


Motor Oils 


use of pour depressants will further 
simplify the number of grades and 
the dewaxing necessary on the base 
stock. Aromatic-paraffin or -naphthene 
materials can be blended to reduce a 
10° F. pour oil to minus 20 or minus 
30, as may be desired. One interest- 
ing fact in connection with pour point 
lowering that an assembly of oils 
blended together frequently give a 
pour point considerably below that of 
any of the components alone. The 
extremely flat  viscosity-temperature 
curves of the V.I. improvers, and of 
many of the oiliness additives aid con- 
siderably in obtaining the needed pour 
points. In fact, some of these addi- 
tives for oiliness qualities also are 
credited with appreciable oxidation in- 
hibiting properties. 

These components in one form or 
another will be included in the super- 
lubricants of tomorrow. And “tomor- 
row” is not a long way off, in some 
phases of the problem. It is a mistake 
to consider tomorrow here as synony- 
mous with the Mexican’s “manana”, 
which means literally just any old 
time after the present. Many of our 
lubricants now marketed are using 
one or more of these products which 
will form a large part of the future 
lubricant, albeit in a way which will 
doubtless appear crude indeed in 1950. 
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NEIGHBOR 10 THE EIFFEL TOWER § 


If you could look at all the gasoline 
















pumps in Paris, you would be amazed at 
the dominance of the Leland motor. In 
Paris, as in the rest of the world, the 
Leland is the preferred drive for gasoline 
unloading, transferring, and dispensing. 

The Leland is thoroughly dependable 
(less than 1/4, of 1% returned for service), 
and highly efficient. Do as most major oil 
companies and pump builders have done 

.. profit by standardizing on Leland 
motors for gasoline pumping operations. 
The Leland Electric Company, Dayton, O. 


Offices in Principal Cities 





MOTORS FOR COMPRESSORS, 
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In the midst of the Redwood Empire, this rest room at a tourist camp near Cummings, Calif., lends 
atmosphere to a highway service station run in conjunction with the camp 





California °33 Tourist Trade 


Breaking Last Year’s Record 


LOS ANGELES 

WY nan about the motor 

touring business this coming spring 
and summer? 

Some light can be thrown on this 
question, which is now taking the at- 
tention of oil marketing company ex- 
ecutives in the east, by data on the ex- 
tent of touring on the west coast this 
winter. 

Many tourist centers in this territory 
report satisfactory, and in some cases 
even larger, tourist travel during the 
1937-38 season than the year previous. 
Hitting the trail for here, there and 
everywhere, the increasing number of 
nomads who have a periodic yen to 
pack their duds and hit the highways 
for a vacation in winter playgrounds 
has shown no tendency this season to 
slacken the annual migration to the 
west coast. 

At least this is the finding of the All- 
Year Club of Southern California—a 
non-profit booster af this area’s attrac- 
tions. Despite the so-called business 
recession, a recent survey showed more 
tourists in southern California this win- 
ter than in any other winter in his- 
tory and spending more money than 
they did last year—the previous record 


year in tourist volume. 

Good news to the oil marketing com 
panies and tourist camps along the 
various routes of travel is the result 





36 





of an analysis showing January motor 
arrivals by out-of-staters at California 
entry ports outnumbered any previous 
January by more than 20 per cent. 

A study of the current winter sea- 
son—Nov. 1 to Jan. 31—showed 429,- 
255 vacationists had arrived in south- 
ern California—an increase of 5 per 
cent over the same period a year ago. 

It is conservatively estimated that 
although there is a continual turnover 
in visitors, southern California business 
received an average daily income from 
tourists of $629,855 during the three- 
months period. This is $29,885 a day 
more than last year. In other words, 
tourists contributed $57,949,425 to the 
income of this area in the three 
months. 

Tourist travel by automobile in Janu- 
ary through northern and southern 
California ports—East Central ports 
are closed to winter travel—showed a 
22.9 per cent increase over the same 
month in 1937. The first month in 
1938 a total of 31,406 cars, with 84,975 
passengers, passed through California 
ports, as compared with 25,455 cars, 
carrying 69,137 passengers, in January 
of 1937. 

A visit to each automobile port of 
entry in southern California by the All- 
Year Club’s managing director, to in- 
vestigate this great increase in tourist 
travel during a period when a decline 









was expected, showed that for the first 
10 days of February the influx of vis- 
itors was continuing at even a sharper 
pace. 

One station reported tourist travel 
for the period 61 per cent ahead of the 
first 10 days of February 1937; an- 
other an increase of 34 per cent. The 
calibre of the traffic was also checked 
and found to be the highest in history. 


Rerurninc to the tabulation of 
tourist entries into California by auto- 
mobile during January, an idea of the 
value to oil marketing companies of 
this motor travel can be gained if it is 
estimated that each car will travel not 
less than 1000 miles on the round trip 

a figure born out by previous sur- 
veys. This mileage is exclusive of that 
traveled in the vacationland. 

This would mean the 31,406 cars 
would travel 31,406,000 miles, which, 
at a fair average of 15 miles to the 
gallon of gasoline, would amount to 
2,093,733 gallons consumed by _ tour- 
ists traveling in this direction alone, 
or an average of 67,088 gallons for each 
of the 31 days. 

The same line of reasoning would 
show a possible market for about 188,- 
436 quarts of motor oil—one change 
of 6 quarts per car—31,000 lubrication 
jobs—-one for every 1000 miles—and 
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Picture of a DREAM 


rINHE SCALE MODEL — the 
| intermediate step between the 
drafting-board and the finished 
machine—has proved one of the 
most valuable tools in speeding 
up human progress. 

For, by means of these minia- 
ture mechanisms, the inventor's 
dream can be translated into real- 
itv—and carried through rapid 


successive Improvements, W ithout 
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prohibitive production costs. 
Here at Gulf. we make use of a 
similar procedure. Miniature re- 
fining units built in our labora- 
tories, though differing in appear- 
ance from the costly finished equip- 
ment, duplicate its operation ex- 
actly permit rapid, ac- 
curate tests-—and speed 
the perfection of new 


and untried processes. 





This technique has made _possi- 
ble many phenomenal improve- 
ments in fuels and lubricants. It 
is one of the reasons why Gulf has 
been able to offer jobbers and 
compounders a line of oils and 
creases of such extraordinary 

quality. 

Gulf Oil Corporation, 

Gulf Refining Company, 


Pittsburgh, Pennsylvania, 
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large volumes of accessory items such 
as tires, batteries, spark plugs, fan 
belts, headlight bulbs, and so on. 

In most cases the gasoline gallonage 
was probably a matter of purely de- 
mand buying, because the average car 
will not run far without fuel, but the 
amount of other products and services 
sold these potential customers would, 
of course, depend largely on the sales- 
manship of the station operators and 
their appreciation of tourist needs. 

To the knowledge of this writer, one 
service station “businessman” in south- 
ern California is capitalizing on the 
extra sales possibilities offered by this 
tourist trade. It is not enough with 
him to fill a “demand” purchase order. 

In the routine courtesy servicing of 
every customer, in which attention is 
given to windshield, rear window, tires, 
water and oil level, the island atten- 
dant looks into the matter of lubrica- 
tion, spark plugs, oil filter, windshield 
wiper, fan belt and even air cleaner. 

Sometimes—usually in fact— it is not 
possible to check every one of these 





items and occasionally there is a re- 
buff by a customer in a hurry, but the 
net result has been better than a 100 
per cent increase in accessory and serv- 
ice lines for this station. 

For example, spark plug sales in- 
creased from 42 units to 87 units in 
the first month the system was put 
into effect and 70 per cent of the in- 
crease was in sales to out-of-state cars. 
The station sells 8000 to 10,000 gallons 
of gasoline a month and was doing an 
average of 55 to 60 lubrication jobs a 
month. Sales in this department were 
boosted to 96 jobs for the 30-day pe- 
riod as soon as the island salesmen be- 
gan to look for squeaking springs, fan 
pulls and generator shafts, as evidence 
of poor lubrication. 


So it can be set down that the mo- 
toring tourist is worth five or ten gal- 
lons of gasoline to a station satisfy- 
ing only demand buying; but worth the 
profit on many other products, services 
and accessories to the station operator 
alert to actual needs of a class of trade 
that is glad to be told and sold. 





Indiana Independents 
Gallonase is Growins 


e INDIANAPOLIS 
NDEPENDENT MARKET- 
ERS in Indiana seem to have benefit- 
ed in 1937 to a greater extent than 
most major oil companies in increased 
gallonage, according to a study of the 
gasoline sales by companies for that 
year and 1936, as reported by the state 
motor vehicle fuel tax collection de- 
partment. 

Indiana is a good state to make such 
a comparison, for it likely has as many 
jobbers selling their own brands as 
any other state in the middle west. 
Certainly these local brands make 
more of an impression on a visitor 
than in most places. 

The state auditor’s office credits the 
state with an increase in gallonage in 
1937 over 1936 of 11.66 per cent, to- 
tal sales being 617,164,000 gallons in 
1937 and 552,708,000 gallons the year 
before. Oil marketers point out that 
these are not actual consumption fig- 
ures but are gallonage figures based 
on gasoline tax payments received dur- 
ing the year and they lag about a 
month behind actual consumption. 

In making its 1937 report, the state 
auditor’s office reported on the tax 
payments and gallonage of what it 
called the “15 major motor vehicle 
fuel dealers” and perhaps it is sig- 


nificant that in this list appears the 
name of an independent marketer 
widely known for selling its own 


brand, Gaseteria, Inc., of Indianapolis. 

However, the total sales of these 15 
companies in 1937 were 438,285,677 
gallons as compared with 398,948,623 
gallons in 1936, an increase for the 
year of 9.86 per cent. The remaining 
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oil companies in the state, largely the 
numerous independent marketing com- 
panies, enjoyed a gasoline business 
in 1937 of 178,878,323 gallons, as com- 
pared with 153,759,377 gallons in 1936, 
an increase of 16.34 per cent. Putting 
it another way, the so-called “15 ma- 
jors” did 71.02 per cent of the business 
in 1937, as against 72.18 per cent in 
1936; while the rest of the companies 
selling gasoline in Indiana enjoyed a 
growth from 27.82 per cent of the 
total gallonage in 1936 to practically 
29 per cent in ’37. 

A comparison of the gallonage of 


the major oil companies individually 
shows one had a minor loss for the 
year and one, Socony-Vacuum Oil Co., 
Inc., showed a 22.54 per cent gain. 
However, this company made the pur- 
chase of one important independent 
marketer in Indiana in 1937 which 
boosted its gallonage and the same 
may be true for some of the other ma- 
jor companies reporting a large gain 
in 1937 over 1936. 


However, the largest single gain for 
any one company was made by Gase- 
teria, Inc., which paid the tax in 1937 
on 7,274,074 gallons, as compared with 
5,102,546 gallons in 1936, a jump in 
sales of 42.56 per cent. The same in- 
terests which operate Gaseteria also 
operate the Bonded Oil & Gas System, 
which licenses other jobbers to sell 
under its brand name. 


The Indiana Farm Bureau Co-op As- 
sociation, whose operations would be 
akin to selling under a local brand, as 
compared with a major oil company 
brand, reported sales of 18,364,918 gal- 
lons in 1937, as compared with 15,614,- 
722 gallons in 1936, a gain of 17.61 per 
cent. 

Indiana marketers point out that 
market conditions in Indianapolis have 
resulted in independents with their 
own brand today selling at above the 
price for the major companies’ com- 
petitive third grade gasoline. In some 
cases the independent is two cents 
above the major company. Before the 
Iowa Plan came into being, the inde- 
pendent figured he had to sell his own 
brand at something below the major 
company’s price. The independents 
say their gallonage on their own 
brands is picking up also, in spite of 
their higher price. 


This general price situation has 
brought about a market at Indianap- 
olis where the spread of the major 
companies between their third grade 
gasoline and regular grade is around 
four cents at their dealer stations. 





First 15 Companies’ Gasoline Gallonage 
In Indiana. 1937 Compared with 1936 


. O. Indiana (Chicago Division) 

. O. Indiana (Chicago Division) 

. O. Indiana (Evansville Division) 
. O. Indiana (Indianapolis Division) 
. O. Indiana (South Bend Division) 


MRM s 


Total, Standard Oil Co. of Indiana 


Indian Refining Co. 

Shell Petroleum Corp. 
Sinclair Refining Co. 

The Ohio Oil Co. 

Gulf Refining Co. 

Phillips Petroleum Co. 
Socony-Vacuum Oil Co., Inc. 
Indiana Farm Bureau Co-Op. Assn 
Shell American Petroleum Co. 
Mid-Continent Petroleum Co. 
The Pure Oil Co. 

Cities Service Oil Co. 
Gaseteria, Inc. 

The Texas Co. . 


Total Sales, 15 major companics 
Total Sales, other companies 
Total Sales, Indiana 

Per cent sold by 15 Majors 

Per cent sold by Independents 


1937 1936 % Change 
11,028,925 10,032,501 + 9.93 
14,635 11,767 +24.37 
19,511,205 18,373,772 + 6.19 
50,175,845 46,868,939 + 7.05 
53,310,506 47,667,414 +11.84 
134,041,117 122,954,393 + 9.02 
42,079,059 38,721,902 + 8.67 
38,292,624 35,058,453 + 9.22 
34,891,930 33,519,124 + 4.10 
28,405,239 26,551,258 + 6.98 
25,789,615 21,529,670 +19.79 
21,118,751 20,388,255 + 3.58 
19,519,429 15,929,285 +-22.54 
18,364,918 15,614,722 +17.61 
17,548,689 16,670,412 + 5.27 
16,749,172 16,551,286 + 1.19 
14,103,387 11,832,134 +19.19 
12,924,636 11,250,023 +14.88 
7,274,074 5,102,546 +-42.56 
7,183,032 7,275,160 — 1.27 
438,285,677 398,948,623 + 9.86 
178,878,323 153,759,377 +16.34 
617,164,000 552,708,000 +11.66 
71.02% 72.18% ‘ 
28.98 % 27.82% 
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NEW LOW-PRICED G-E 


WATER COOLER 


Costs no more per day 
than about the price of 
a pack of cigarettes ! 


The new low-priced General 
Electric Water Cooler is beauti- 
fully designed, compact in size, 
and has many advanced con- 
struction features. It is built for 
dependable, thrifty service year 
in and year out. Models for 
bottle water and local water 
supply service. 

Phone your G-E dealer for com- 
plete details or write today to 
General Electric Company,Com- 
mercial Refrigeration Section 
NP3, Nela Park, Cleveland, O. 








..and he'll be back again! 


“Fill ’er up—and say!—I'd give my last dollar for a good, cold 
drink of water right now” said the sun-parched motorist. 


“You'll find lots of it right over there in the G-E Water 
Cooler, Mister’ answered the alert attendant. 


“Ahh! — thanks a million — you'll be seein’ me again!” 
was the grateful reply. 


MORAL: Install General Electric Water Coolers in your service 
stations. It’s a plus service that will have a strong influence on 
new customers when it comes to “where to stop” for gas and 
oil. Cool, refreshing drinking water is an appreciated accom- 
modation that pays big dividends in good will. It will help 
attract new business and hold your regular customers, too. 
» » » 
G-E BEVERAGE COOLER. Progressive service station operators no longer 
watch their customers drive around the corner for a bottle of pop. In a 
handy, visible spot is the General Electric Beverage Cooler—stocked with 
cold, tempting drinks. And does it pay! Have the attractive, low-priced G-E 
Beverage Coolerin your retail outlets—and watch the nickles and dimesroll in! 


GENERAL@ ELECTRIC Mtex Coles 
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Thus the dealer in some instances has 
almost a five-cent spread on which to 
do business on regular grade but less 
than two cents on third grade. The 
independent jobber, with his own 
brand, sells in between the prices of 
the majors’ dealer stations on third 
grade and regular, higher than third 
grade and lower than regular. 

The independents claim that the ma- 
jor companies, under the Iowa Plan, 
are reducing their prices to their deal- 
ers to protect them, where price cut- 
ting has been going on, thus aggravat- 
ing conditions for the independent job- 
ber. 


New Independent 
For Indiana 


INDIANAPOLIS — The latest addi- 
tion to the ranks of independent mar- 
keters in this state selling under their 
own brand is the Wake Up System, of 
Indianapolis, which is a recent joint 
enterprise of Robert M. Stith, Stith 
Petroleum Co., and J. A. Hogshire, Jr., 
of the J. A. Hogshire & Son Co. The 
Wake Up System now has eight sta- 
tions and plans two more for this sea- 
son. Its trade mark is a crowing roos- 
ter and “Wake Up, You’re Buying the 
Best” which will be featured for all 
products. Mr. Stith is president of 
the Indiana Independent Petroleum 
Association and Mr. Hogshire, Jr., has 
been active in independent marketing 
circles in this state for some time. 


Socony Starts Spring 
Service Clinies 


CLEVELAND Following the suc- 
cess last fall of its sales and service 
clinic in Cleveland for car dealers and 
independent filling station operators, 
the Socony-Vacuum Oil Co. is again 
sponsoring three clinic meetings this 
spring in Cleveland, Cincinnati, and 
Toledo during March. The first meet- 
ing in each city was addressed by C. R. 
Miller, a company engineer, on the 
“Modern Motor Fuels for Modern 
Cars”. The second meeting featured 
A. H. Frost, automotive engineer, who 
discussed “Motor Oils” principally 
from the standpoint of the consumer. 

The third meeting was addressed by 
R. J. McDowell, a sales expert, on mer- 
chandising problems faced by car deal- 
ers and service station operators in 
1938. 

In the past three years these clin- 
ics, sponsored by Socony-Vacuum, have 
also been held in Chicago, Washington, 
and Detroit. 


Tax Collection Increase 


BALTIMORE, Md., March 12. 
Maryland gasoline tax of 4 cents a gal- 
lon was collected on 18,493,185 gallons 
during January, compared with 17,- 
645,935 gallons in January a year ago, 
state officials report. 


Reducing Emergency Calls 


For Oil Burner Service 


W PHILADELPHIA 
HAT to do about oil burn- 
er service? 

For some time that item has been a 
thorn in the side of the fuel oil dis- 
tributor. In some cases burner service 
is offered free for the guarantee pe- 
riod on a new burner. Some distribu- 
tors offer free service in obtaining fuel 
oil contracts, regardless of the model 
or age of the burner. Some distribu- 
tors make a specific charge for burner 
service that permits the company to at 
least break even on this necessary 
phase of the business. 

Some companies find that a system 
of preventive maintenance on custom- 
ers’ oil burners works quite satisfac- 
torily, a system in which periodic in- 
spections are made regardless of 
whether or not the burner may need 
attention. This method eliminates 
much of the possibility of accidental 
break-downs and costly trouble shoot- 
ing calls. 

The case of the General Utilities 
Corp., a Philadelphia fuel oil distribu- 
tor, is a good example. Until two and 
a half years ago this company, which 
now serves over 4000 fuel oil contract 
customers in the Philadelphia area, op- 
erated its burner service department 
on a trouble-shooting basis. When a 
customer’s burner ceased to function 
the company would send a service car 
to make the repairs. This was done 
on a flat rate of so much per call. 

Since that time, General Utilities has 
been operating its burner service de- 
partment on a preventive maintenance 
basis. In this division there are 15 
service men and two supervisors, each 
with a small service car. 

The burner service is divided into 
three classifications: 

1. For a rate of $10 per year the fuel 
oil contract customer may obtain a 
regular burner service contract which 
provides that the company will keep 
the burner in good operating condition 
throughout the year. This also in- 
cludes an inspection call by the burner 
service man at least every 90 days, at 
which time he does any oiling, adjust- 
ing, or cleaning that may be necessary. 

2. For a rate of $20 per year any oil 
burner owner who does not have a fuel 
oil contract with the company may ob- 
tain the same type of burner service 
as described in the first classification. 

3. This type of burner service is on 
a call basis, for which the customer 
signs no contract but is charged $3 
per call. 

The company’s oil contract custom- 
ers, to make the burner service con- 
tract more attractive, may pay this 
over the heating season, billed for 
payments along with the monthly oil 
statements. 

As a result of this preventive main- 


tenance plan the number of costly 
trouble-shooting calls have been re- 
duced from 14 to 2 per day. 

Handicapped by a local ordinance 
which prohibits the unloading of fuel 
oil at a residence except in the pres- 
ence of the customer or his agent, this 
company has had to resort to other 
means of keeping tab on the custom- 
ers’ oil requirements, than by the 
usual “keep filled” or degree day sys- 
tem. ' 

As the company must rely on the 
customer to let it be known when oil 
is required, an effort is made to have 
this chore as easy and simple as pos- 
sible. 

When the monthly oil statements are 
mailed a card and a postage paid and 
addressed envelope are enclosed. On 
the card are spaces where the cus- 
tomer indicates the number of gallons 
and grade of oil, his name and address, 
and a space to tell the time at which 
he wants the next load delivered. 

The card is not a postcard, but must 
be placed in the return envelope for 
mailing. The real purpose of the en- 
velope is to make it easy for the cus- 
tomer to enclose a check in payment 
for his previous oil delivery. 

According to General Utilities, about 
50 per cent use the return envelope 
to mail back the order card, while the 
other half prefer to phone in the order, 
or to address their own envelope for 
mailing. 

Of the 50 per cent who mail in the 
order card, about 15 per cent enclose 
their check for the previous dump. 

An interesting phase of this com- 
pany’s operations is the method of 
handling incoming calls for burner 
service or oil deliveries. When a male 
customer calls every effort is made 
to have his call taken by a woman em- 
ployee. When a woman customer 
phones the call is switched to a man. 

The reason for this, as explained by 
a representative of the company, is 
that a customer on the phone is us- 
ually more reasonable when talking 
to an employe of the opposite sex. 
This little psychological feature is one 
that works with splendid results, ac- 
cording to General Utilities. 

A novel method to encourage the 
sale of oil burners is employed as a 
part of its general oil burner sales 
program. Under this plan any fuel 
oil contract customer who uncovers an 
oil burner prospect, who buys a unit 
from the company and who has not 
been contacted previously by one of 
the company salesmen, is given a 
choice of $5 in cash or $6 credit on his 
fuel oil contract. 

If the fuel oil contract customer 
owns a complete boiler burner unit 
he is given a choice between $6 in 
cash or $12 in credit on his fuel oil 
contract. 
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F THERE'S one thing that makes us 
| red” it’s the misuse of our 
emblem! When the above violation 
was reported to headquarters, we 
swung into action. Result—the Penn- 
sylvania Grade Crude Oil Association 
won, hands down! 


correspond to police officers. They de- 
tect and report emblem violators. 


Our laboratory in State College, 
Pennsylvania — comparable to those 
of modern bureaus of crime detection 
— goes even further. Trained tech- 
nologists literally tear oils apart. 
They can tell with absolute accuracy 
when other crude oils are used to 
make up the spurious sample under 
observation. And they tell — not with 


This recent victory is but one of 
many that have helped us strengthen 
our service and protection to loyal 
law-abiding members. 


As with public law enforcement 
agencies, our staff is divided into 
three general groups. Our field men 
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one identification method alone—but 
with four identification methods. 


Finally, after we have built an air- 
tight case, our legal division goes to 
court armed with conclusive evidence. 


Our Association grows stronger 
with the years! Proof of this fact is 
our expanding dealer and jobber 
membership. They not only appre- 
ciate this unique protection, but the 
steadily increasing demand for em- 
blem-protected oils from an equally 
appreciative motoring public! 


Pennsylvania Grade Crude Oil Association, Oil City, Pennsylvania 
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$2 o Prefer Pennsylvania! 
An independent research organization 


in a nation-wide survey just completed, 


reports that, in answer to the question: 


‘Which type of motor oil is best?” 


82% of the motor car owners answered: 


“PENNSYLVANIA” 

































PLUS SERVICE 


Litts Lubrication Job 


From Price Competition 


By John W. Thompson—\. P. N. STAFF WRITER 


A T THE OUTSET, you 
should be warned that this little story 
is about price. It points out that a 
policy of price selling is costly, that 
it will not make your business prosper, 
and that when you resort to price in 
order to sell your merchandise you 
lose your standing as a salesman. 

But if you will take time off to read 
this little tale about price selling, per- 
haps an idea may pop out that you 
can pass along to your competitor 
There won’t be any ideas in here for 
you, because you never resort to price 
to sell your goods, but your competitor 
Pie eee ah, he’s the guy that needs this. 

Now let us assume that there are 
five dealer-operated service stations in 
the little town of Budge along the 
main highway. All of these dealers 
are, of course, very anxious to get all 
the local and tourist lubrication busi- 
ness they can. How do we know? Be- 
cause all the stations have lifts, and 
certainly that means they want lubri- 
cation business. 

Some of the stations even have the 
word “Lubrication” featured in small 
letters over the service bay, so that 
passing motorists cannot help but see 
the sign and drive in for a complete 
grease job and oil change. 

One dealer even conceived the idea 
of putting up a sign reading “Special- 
ized Lubrication’, feeling sure that 
this radical promotion stunt would 
drag ’em in. . 

Of course, you know the 
Few stopped for service. 

Then one day, one dealer really got 
a breath-taking sales idea. He would 
cut his price on lubrication jobs. That 
would stop ’em. Everybody likes a 
bargain. Nobody would pass up this 
chance to save money. 

It developed that a few of the local 
citizens took the wrappers off their old 
model T’s and wheeled them down to 
the station for the bargain grease job. 
In fact, just enough of them did that 
to give the other dealers in Budge the 


result. 


novel idea of following the same price 
cutting policy as the first dealer. 

Naturally, as is inevitably the case, 
each dealer tried to outdo the other in 
this novel method of getting business, 
until the price got so low that even 
the townspeople of Budge began to 
doubt the wisdom of taking their cars 
to these stations for a competent 
grease job. 

Even at the risk of being an arm- 
chair theorist, we say, wouldn’t it be 
more logical for the dealer to hold 
tight to his price of $1 for his lubrica- 
tion job, and add to its value by includ- 
ing with it an added service that would 
increase the value of the lubrication 
job in the eyes of the customer. 

How much better for the dealer and 
how much more effective it is psycho- 
logically for the customer if the ap- 
peal reads, “Complete Lubrication of 
Your Car PLUS Vacuum Cleaning of 
Upholstery”, instead of the price-torn 
message which all too frequently reads 
“Thorough Lubrication Special—49c”. 

Some of the larger oil companies are 
taking the lead in the policy of main- 
taining a $1 or $1.50 price on lubrica- 
tion jobs and offering additional serv- 
ices such as vacuuming, cleaning all 
windows, brushing out floors, and other 
incidentals which aid in justifying the 
price. 

Now, if we may be pardoned for the- 
orizing for the moment, we would like 
to explain that too many merchants 


place a value on the price itself, in-, 


stead of on the merchandise they are 
selling. In other words, if you adver- 
tise a price you are selling a price. 
But don’t lose sight of the fact that 
it’s a lubrication job you are selling. 
The price of it, within reason of 
course, should be made incidental to 
the excellence and thoroughness of the 
lubrication job. 

For example, if you are selling a 
high-priced oil, there must be some 
reason why you handle it. When you 
took it on, you didn’t agree to stock it 





just because some salesman told you 
it was a “better oil” and that it would 
“go farther” than any other oil. Un- 
doubtedly some very sound reasons 
were advanced to convince you of this 
oil’s advantages. 

When you come to sell this premium- 
priced oil to the consumer, you have to 
create a value for that oil greater than 
the price you are asking for it in or- 
der to justify in the buyer’s mind his 
decision to buy it. 

Certainly a song-and-dance sales talk 
about its being a “better” oil because 
it’s higher priced, won’t do. The cus- 
tomer hears that on every oil he buys. 
You certainly can’t rush up to the 
customer and blurt out the magic 
phrase “premium oil” to him and ex- 
pect him to break out in a chill and 
make a purchase. No sir, don’t you 
know that every oil these days is a 
premium oil... at least in the eyes of 
the man who sells it. 


To sell that premium product, or 
any premium product for that matter, 
a value must be built up around the 
product which over-shadows the price 
which is asked for it. 

In the case of the oil, your build-up 
may be in the excellent “V. I.” qual- 
ities. Of course, the average customer 
wouldn’t know whether V. I. meant 
Viscosity Index or Violet’s Indiscre- 
tions, but there are ways of explain- 
ing it to him. For instance, you can 
explain to him that this premium oil 
does little thickening or thinning with 
changes in temperature, thus giving 
the engine an added protection. 

Possibly the oil is refined by a spe- 
cial process; and possibly you bought 
it because of that process. Then tell 
the customer the name of the process. 
If it helped to sell the oil to you, it 
may very likely help to sell it to your 
customer. He may not understand the 
process, and for that matter you may 
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CHEVROLET TRUCKS 


again prove their great performance 
> 4 and economy by this A.A.A. 


CERTIFIED TEST RUN 


CERTIFIED 
TEST 


s 5 x 
4y Y “a 
7 Tomosit® ay aN 


wiiagt a2 





Li 


; » ,. 





+ CHEVROLET TRUCKS "7 
C RUN 





1938 142-ton stock model Chevrolet truck demon- 
strates cost-saving performance in test run from 
the capital of Canada to the capital of Mexico 


READ THESE AMAZING 
PERFORMANCE FACTS... 


Total mileage covered. . . 3,022.2 miles 
No tests are more rigidly supervised and ; 
less than Pcreveourry oo Payload weight 4.590 Ib 


exacting than tests conducted under the 

‘“ CENT PER supervision of the Contest Board of the American 
TON MILE Automobile Association. All figures listed in the 
column at the right are facts—certified and convincing Average speed......... 31.04 mp.h. 
proof of the great performance qualities and dollar- 
14.48 MILES saving economy of Chevrolet trucks! Modernize 
PER GALLON your truck equipment now. Save money all ways with Miles per gallon of gasoline... . 14.48 


of gasoline Chevrolet trucks—with low first cost, low operating 


Gross weight............. 9,260 Ib. 





Total gasoline consumed, 208.73 gallons 





Oil consumed....... ...2.92 quarts 


cost, low maintenance expense—and with rugged, 


durable Chevrolet construction that gives extra Total cost (gas, oil, lubrication) . $43.84 
fe} mae), | 3 thousands of miles of capable, satisfying operation. : 
CENT ie) °4 CHEVROLET MOTOR DIVISION, General Motors Sales Corporation, Total per ton-mile cost er ceen §.00313 


DETROIT, MICHIGAN 


General Motors Instalment Plan—Convenient, Economical Monthly Payments. 
A General Motors Value. 


“THE THRIFT-CARRIERS FOR THE NATION” 


REPAIRS 
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not either, but it sounded good when 
you bought it, and it may sound good 
to your customer, too. 

The point is, create a value for your 
oil that reaches out beyond its price. 
If the customer can be made to see 
enough advantages in it for him he 
will pay 35 cents, or even 50 cents a 
quart for it. 

The airlines offer a good example. 
They have been able to continually in- 
crease their passenger business in spite 
of premium fares, and in the face of 
cheaper rates on railroads and buses. 
Why? Because they have built up a 
value around airplane travel in the 
minds of travelers that over-shadows 
the higher price that it costs. 

R. W. Carney, vice president of the 
Coleman Lamp and Stove Co., Wichita, 
Kans., in his address before the North- 
west Petroleum Assn. convention at 
Minneapolis in January, made an in- 
teresting observation on this idea. 

For his example he chose a hammer. 
He showed how some _ independent 
hardware merchants would sell a ham- 
mer. When the customer comes in to 
buy a hammer, Carney said, the clerk’s 
sales talk goes something like this: 
“This one’s 50 cents”, or “This one’s 
75 cents.” (Take it or leave it.) 

He then referred to a mail order cat- 
alog of a large mail order house. He 
showed the value which the house built 
up around its 75-cent hammer, how it 
created a value that would make the 
hammer seem like a bargain at double 
the price. 

Carney explained that the catalog 
mentioned the hammer’s drop forged 
Vanadium steel head, specially heat 
treated and tempered; its straight- 
grained hickory handle specially treat- 
ed to prevent shrinking, and how it is 
forcibly driven into the hammer head 
and tightly clinched with two corrugat- 
ed wedges; and claws shaped to pull 
even headless nails. 

It is quite useless to ask who would 
sell the most 75-cent hammers. 

Let’s take another example in still 
another field. 

In Chicago there is a particular res- 
taurant whose menus serve to further 
illustrate this same point. Here, for 
example, you will not find Roast Tur- 
key listed as such. No sir, it is “But- 
tery, Juicy, Roast Young Tender Tom 
Turkey”. And if you are not drooling 
by then, here is more of the value 
build-up for you. We quote: 

“Only the finest Minnesota turkeys 
with young tender meat are selected 
for us. They are carefully singed, 
cleaned and then stuffed with home- 
made dressing. During roasting they 
are constantly basted which gives the 
meat a juiciness that is buttery and de- 
licious. Served in liberal portions, 
right from the oven.” 

Thus this restaurant builds up a val- 
ue for its offerings far beyond the 
price which it quotes. And, we might 
add, such a build-up does make the 
turkey taste better. 


Your customers know your oil is 
“good oil”. That’s a standard specifi 
cation. What they don’t know is that 


possibly it was processed especially 
for modern engines, or that it has 
some foreign-sounding compound in it 
that does this to it, or that to it. Why 
did you buy the oil yourself in the first 
place? Maybe your oil sales story to 
your customers is in that answer. 

You lubricate cars. You know you 
do the best job in town; your men at 
the stations know your company does 
the best lubrication job. But does the 
motorist know it? Making a very log- 
ical assumption that the motorist is 
not a mind reader, and adding a fur- 
ther logical assumption that if he were 
he wouldn’t spend his time looking for 
sales ideas for you to use on him, then 
what are you doing to let him know 
about it? 

Do you have any lift attachments 
that aid in doing a more thorough lu- 
brication job? Do you take any spe- 
cial precautions to keep the car clean 
while lubricating it? Do you provide 
a comfortable place for the customer 
to wait while his car is being lubricat- 
ed? Do you offer any plus services 
with a lubrication job? 

If you do, are you keeping it a se- 
cret from those who enter your sta- 
tion drives? Any dealer can hang out 


a sign advertising a 49-cent lubrication 
job, but the station operator who ad- 
vertises a lubrication service instead of 
a price is still in the minority. Why, 
then, wouldn’t it be smart business 
to do something the others aren’t do- 
ing? 

The same ‘value building’ can be ap- 
plied to other lines as well. Tires, 
batteries, spark plugs, fan belts, wind- 
shield wiper blades, valve cores, lamp 
bulbs—none of these are price items, 
except as you and your station men 
make them so. In other words, when 
you fail to get a fair price for your 
merchandise, you are losing footing as 
a salesman, for you have failed to sell 
the product in terms of its value to the 
customer. 

Your stock of tires, batteries, and 
accessories all of these items 
have something which their competi- 
tors do not have. Those are your real 
stock in trade, IF you let your cus- 
tomers know about them. 

Check each item of your merchan- 
dise. Find in it some sales feature 
that its competitor does not have, then 
push it. If it has no feature all its 
own, get rid of it, and get a line that 
has. 
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Martin Named Head 
Of Ethyl Clinie 


NEW YORK — Appointment of John 
G. Martin as director of motor clinics 
has been announced by the Ethyl 
Gasoline Corp. 

This 32-year-old executive will head- 
quarter in New York and will head 
the administrative and engineering 
staff which recently began a nation- 
wide clinic program for a closer work- 





Martin, newly appointed director of 
Ethyl 
York 


tor the 
New 


Gasoline Corp.. 


ing relationship between the oil and 
automotive industries. 


Martin has been employed by the 
Ethyl Corp. for 11 years, serving first 
as field representative in the Balti- 
more division, and later with the Los 
Angeles division. 

Public announcement of the corpo- 
ration’s clinic program was made at 
Detroit early this year (N.P.N., Feb. 
16 issue, page 35). These motor clin- 
ics, already in operation in a number 
of cities, are portable. They function 
as indoor proving grounds for auto- 
mobile performance and fuel efficien- 
cy, and will travel over the country, 
bringing together at regional points 
various groups of the two industries 
in a system of visual instruction in 
the basic principles of automotive 
transportation. 

During 1938 the corporation plans 
to hold these clinics in 100 cities. At- 
tendance will be over 200,000, includ- 
ing manufacturing and marketing ex- 
ecutives of the oil and automotive in- 
dustries, dealers, accessory makers, 
and representatives of the motor ad- 
justment groups. 


Joins Wayne 


FORT WAYNE—J. C. Hinrichs, Jr., 
has joined the Wayne Pump Co. and 
will represent that organization in east 
ern Connecticut with headquarters in 
New London. 


COLUMBIA, S. C.—Collections of 
$871,246 were reported on January sales 
of gasoline in South Carolina, compared 
with collections of $870,828 for Janu- 
ary, 1937. 
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Mr. Distributor... 


MEET AND BEAT COMPETITION WITH THESE 


SURE-FIRE CITIES SERVICE SALES IDEAS! 






The cream of pre-tested sales 


promotion plans available to you 


If you’re at the end of your rope for new 
ideas ...if competition in your territory is 
burning hot... you have no time to lose in 
experimenting with raw, untried ideas. Let 
Cities Service solve your problem with 
new but pre-tested ideas. 

Cities Service salesmen in 38 states have 
gathered the cream of promotion plans that 
produce. They have produced profitably 
for others...they will do the same for you. 
These ideas are a part of the Cities Service 
Proved Sales Plan that sold millions of gal- 
lons of new business during the worst years 
of the depression. Let it help you meet 
and beat competition ...increase your gal- 
lonage and profits. Write, wire or ’phone 


today for more details. Don’t let competi- RADIO CONCERTS ... 


tion get you down... mentally or finan- every Friday at 8 P.M. 
. : (E.S.T.) ... WEAF and 44 
cially... when you have a sure-fire means associated N.B.C. stations 


of beating it. 


CITIES SERVICE OIL CO. CITIES SERVICE OIL CO. CITIES SERVICE OIL CO 
Detroit, Mich. Chicago, III. Milwaukee, Wis. 
CITIES SERVICE OIL CO. CITIES SERVICE OIL CO. 

Cleveland, Ohio Boston, Mass. 

CITIES SERVICE OIL CO. CITIES SERVICE OIL CO. CITIES SERVICE OIL CO. 
New York, N. Y. Tulsa, Okla. St. Louis, Mo. 
CITIES SERVICE OIL CO., LTD. ARKANSAS FUEL OIL CO. 
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Neu Equipment 


AND THE MANUFACTURERS 


SHIPPING BOXES Before and 
after photographs of shipping boxes 
used by various companies are present- 
ed by The Hinde & Dauch Paper Co., 
Sandusky, O., in a new piece of sales 
literature. The illustrations suggest 
that these successful changes might 
furnish ideas for other users of ship- 
ping boxes. Titled “Ideas”, the new 
portfolio can be obtained by writing 
the company. 


New secretary of the Porcelain 
Enamel Institute, of Chicago, is 
Charles S. Pearce, formerly assistant 
director of personnel of the Farm Se- 
curity Administration. President 
Frank E. Hodek, Jr., announces that 
Pearce succeeds George P. MacKnight. 


* ~*~ * 


GASOLINE GAUGE TESTER A 
gasoline gauge tester, said to be the 
first device of its kind, has been devel- 
oped by engineers of the AC Spark 
Plug division of General Motors, and 
is now in production. 

The company announces that this 





new gauge will properly test AC elec- 
tric gasoline gauges of the type that 
are widely used on cars today. AC en- 
gineers state that the tester. provides 
a means‘of testing quickly for inoper- 
ative gauges, both dash and_ tank 
units, without removing them from the 
car. 


* * * 


CRANKCASE OIL ANALYZER —-A 
new type of device, designed to drama- 
tize and simplify the oil change sales 
argument to the motorist, has recent- 
ly been developed by R. D. McDill, of 
Cleveland, the Inspection Machinery 
Co. 

The instrument, made of oil resist- 
ant rubber and glass, is designed to 
determine the oil performance in 
terms of accumulated contaminants 
over specific oil mileage periods, ac- 
cording to the company. 

Oil is placed in the central 


glass 


o 





groove of the analyzer, the two hinged 
sections placed together, and the color 
of the oil compared with the four 
square shaded areas in the glass 
marked 1, 2, 3, and 4. A small refer- 
ence chart is then used to determine 
the actual condition of the oil and 
whether or not it should be changed 
immediately. 

With the oil sample on the glass, and 
by rubbing two sections together and 
pulling them apart, the degree of clean- 
liness or dilution can be readily detect- 
ed, according to the company. 


* * * 


LUBRICATION PICTURE BOOK 
A new illustrated book, containing 
over 2500 pictures of all lubrication 
and lubrication service points on the 
1938 car models, has been published by 
the Chek-Chart Corp., Chicago. The 
book is to help the service man sell 
lubrication. 

Known as the Photo-Chek Visual 
Merchandiser, the book has three pri- 
mary uses, according to the announce- 
ment: 

At the pump island, where. it may be 
used to convert the casual gasoline 
buyer into a regular customer for all 
products. 

In the lubrication department to im- 
press the customer with the impor- 
tance of regular lubrication work and 
to create confidence. 

In house to house selling, offering an 
intelligent presentation of correct lu- 
brication. 

There is a section in the back of the 
book with nearly 40 X-ray pictures of 
car parts, such as water pumps, fans, 
and transmissions, showing the con- 
struction and how the lubricant works. 


* * * 


LIQUID VOLUME GAUGE-—Volume 
of gasoline or other oil contained in 
storage tanks can now be determined 
directly in terms of volume at the 
standard 
out the use of correction tables. This 
is accomplished by a new liquid vol- 
ume gauge recently put on the mar- 
ket by The Trumbull Mfg. Co., Warren, 
Ohio, which translates pressure head 


temperature of 60°F. with- 





of the liquid into a dial scale reading 
calibrated in gallons at 60° F. 

Although the volume may change 
with temperature changes of the oil, 
the weight remains constant. To ac- 
commodate gasoline of different gravity 
(weight variation of gasolines sold in 
the U. S. is now about 6.5 per cent of 
the average weight), two or more 
scales are provided. The scales on the 
indicating dial made to suit the gravi- 
ty of the liquid to be measured as well 
as the volume of the tank on which 
the gauge is used. 

Principle of the gauge is the same 
as that in common use in pressure 
gauges. A Bourdon or coiled tube un- 
winds as pressure of the liquid in- 
creases. Pointer movement on the 
seale is amplified by a counter-weighted 
chain hung over the pointer shaft which 
is said to introduce no temperature ex- 
pansion error. The coiled tube is con- 
nected directly to the liquid in the 
tank and must, of course, be below 
the bottom level, but the indicating 
scale may be set at any height. 

* * * 


LIGHTING CATALOG—A_ compre- 
hensive catalog on service station light- 
ing, including two pages of spots about 
a service station where lighting should 
be checked, has just been issued by 
the Revere Electric Co., Chicago. 

The catalog, which illustrates and de- 
scribes the company’s complete line of 
service station lighting equipment, 
shows 19 locations about a_ station 
where lighting should be checked, and 
specifies the amount of light needed 
for each point. A number of photo- 
graphs of properly illuminated stations 
are also included. The publication is 
known as Catalog “E,” and may be ob- 
tained by writing to the company. 


Tractor is Prize 
In Letter Contest 


OMAHA-—Quaker Petroleum Co. is 
offering an International tractor for 
the best letter on why farmers should 
use the company’s Paraland lubricants. 

The contest is being conducted 
through March. Entrants are not re- 
quired to make any purchase or send 
in any labels with their letters. The 
company has announced three prom- 
inent men from Iowa, South Dakota 
and Nebraska, will be the judges, and 
that the winner will be selected on the 
merits of the letter, rather than on 
faney writing. 

The tractor contest is being adver- 
tised on the company’s daily radio pro- 
gram from Omaha, and through post- 
ers and pamphlets distributed by job- 
bers. The tractor company is placing 
tractors on display at Paraland jobber 
stations as advertising. 

Company officials believe the idea is 
unique, in that automobiles, cash, and 
merchandise have been offered in such 
contests but that this is the first time 
a tractor has been offered in a petrole- 
um contest. 
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Sixty-six Octane 
Fuel Is Average 


Need of °37 Cars 


NEW YORK, March 14.—The aver- 
age octane requirement of forty-nine 
1937 automobiles representing 24 makes 
was 66, tests conducted by the Co-op- 
erative Fuel Research committee show. 
Octane requirements of these automo- 
biles varied over a wide range and 
were particularly sensitive to spark 
timing, it was reported. The commit- 
tee’s report summarizes an investiga- 
tion of how well current cars and fuels 
are fitted together with respect to oc 
tane requirement. 

The trend toward higher compres 
sion ratios in engines and toward 
higher octane numbers in fuels has 
made it desirable to obtain the answer 
to this question, it was pointed out. 

The C.F.R. committee, which _in- 
cludes technical representatives of the 
automotive and petroleum industries 
and the U. S. Bureau of Standards, first 
undertook to get this information two 
years ago. The first year’s work in 
1936 was largely the development of a 
suitable procedure to carry on the 
work. 

There was a considerable spread in 


octane requirements not only between 
cars of different makes but between 
those of the same make. About 30 per 
cent of all cars required fuels above 
70 octane number for complete free- 
dom from knock for sea level opera- 
tion, it was brought out in the report. 


Test Procedure 


Tests were made without taking ad 
vantage of any of the adjustments 
provided by the car manufacturer to 
modify the octane requirement. No 
allowance was made for unusual car- 
bon deposits or scaling in water jackets 
beyond the stipulation that the cars 
should have been driven at least 300 
miles prior to the tests. 

Sensitivity of octane requirement to 
spark timing is shown by the fact that 
one degree in spark advance was 
equivalent to two octane numbers. The 
octane requirements of a car, or its 
tendency to knock on any fuel, was 
therefore largely dependent upon the 
initial spark setting and the operation 
of the automatic advance mechanism 
of the distributor. 

The effect of changes in altitude was 
such that a change of about three oc- 
tane numbers in octane requirement 
per inch of mercury in air pressure 
was produced in several cars of dif- 
ferent make. This amounted to rough 


lv a reduction in octane requirement 
of three octane numbers per 1000 feet 
increase in altitude. 


Vapor Lock Rare 


Vapor lock in 1937 automobiles 
should be a rare occurrence where car 
speeds do not exceed 55 miles per hour; 
for of 23 car models represented in 
tests conducted by the C.F.R. commit- 
tee, only five gave vapor lock on gaso- 
lines having Reid vapor pressures be- 
low nine pounds at an atmospheric 
temperature of 100° F. 


Where higher speeds, and _ corre- 
spondingly higher engine temperatures 
were attained in the tests, the vapor 
pressure limits were somewhat lower. 
Only six of the cars showed any signs 
of vapor lock below eight pounds how- 
ever. There was no outstanding dif- 
ference between cars in different price 
groups. Since 90 per cent of regular 
and premium motor fuels sold in the 
summer of 1937 had Reid vapor pres- 
sures of 5.3 to 8.7, 1937 automobiles 
were generally in the clear with re- 
spect to vapor lock. 


Tests showed that vapor lock was 
most likely to appear during accelera- 
tion at full throttle after a stop of a 
few minutes following driving at high 
speeds. 
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NO SWING JOINTS 











Any joint in a line is a potential trouble maker and a 
costly one when buried below concrete. 
Copper Plumbing Method eliminates all swing joints in 
your tank to pump gasoline lines. Strong Double Seal 
connections in copper pipe lines resist any pull, twist or 
bending stress that heaving or settling ground may 





Only Double Seals 
feature 2 planes of 
compression contact 
(45° plus 90°). They 
are approvea by 
Underwriters’ Labor- 
atories for your ser- 
vice from tank to 
pump and in the 
station for all piping. 
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The Hays 








produce. Copper pipe bends—Double Seals grip to make 


the most durable underground piping method 





—its copper to copper with no sealing agent HX — 


required. 





HAYS MFG. COMPANY. 


)Y]))AQPE) DD DDDAND DONA nD AD 


ERIE, PA. 





AGW 





| — 


Compiled by R. FE. Burnham, patent and trade- 
mark attorney, 511 Eleventh Street, N. W., 
Washington, D. C., from whom copies may 
be obtained at the rate of 25c each. State num- 


ber of patent and name of inventor when order- 
January 18, 1938 


REFINING 


Manufacture of motor fuel—Waldo 
Cc. Ault and Carroll A. Hochwalt, Day- 
ton, Ohio, assignors to Monsanto 


Chemical Co. Filed June 26, 1936. No. 
2,105,464. 

Treatment of hydrocarbons—Pascal 
McD. Biddison, Dallas, Tex., and 
Max R. Ryan and Charles R. Burke, 
Tulsa, Okla., assignors to Danciger 
Oil & Refineries, Inc., Tulsa. Filed Feb. 
20, 1935. No. 2,105,467. 

Oil refining—Courtlandt F. Denney, 
New York, N. Y., assignor to Foster 
Wheeler Corp. Filed Nov. 20, 1931. 
No. 2,105,523. 

Method and apparatus for electric 
dehydration of emulsions—Claudius H. 
M. Roberts, Long Beach, Calif., as- 
signor to Petroleum Rectifying Co. of 











THOROUGHBR 


Old fashioned dress, 


LITY 


old fashioned 


automobiles, have gone—today’s high 


performance 


cars demand Cushing 


THOROUGHBRED Quality in Petrole- 


* Taal 


WRITE, WIRE OR: PHONE 
FOR QUOTATIONS 


CANNON BALL 
SERVICE 


Cushing Ethy! Gasoline 
Cushing Anti-Knock 
Regular Leaded 


Anti-Knock Pressure 
400 End Point 


60-62 Better than U.S. Motor 
60-62 Under 400 End Point 
64.66 Under 375 End Point 

68.70 Under 360 End Point 
4244 W.W.D.T. Kerosene 

38-40 Light Straw Zero Distillate 


32.36 Overhead uncracked 
Gas Oi 


Cracked Fue! Oil 


REFINERIES: 


General Sales Offices 
Division Sales Offices 


CUSHING & BLACKWELL, 


um Products that excel comparison. 
Motorists are quick to recognize the 
difference. 


That’s why YOU can make 


MORE money with CUSHING. Write, 


wire or phone for quotations. 





CUSHING, OKLAHOMA 
2007 FOSHAY TOWER 
MINNEAPOLIS. MINN. 


OKLAHOMA 
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Calif. Filed Nov. 10, 1932. No. 2,105,- 
614. 

Process for reforming gasoline dis- 
tillate—Adrianus J. Van Peski, Am- 
sterdam, Netherlands, assignor to 
Shell Development Co. Filed June 22, 
1936. No. 2,105,850. 


Process for preventing corrosion in 
distillation of hydrocarbon oils—Blair 
G. Aldridge and Edward G. Ragatz, 
Los Angeles, Calif., assignors to Union 
Oil Co. of Calif. Filed July 10, 1934. 
No. 2,105,874. 


Oil Treatment—Harry R. Swanson, 
White Plains, N. Y., assignor to Foster 
Wheeler Corp. Filed Nov. 26, 1930. 
No. 2,105,935. 


Process for purification and regen- 
eration of used lubricating oils—-Mario 
G. Levi, Alberto Mariotti, and Igino 
Ciarocchi, Milan, Italy. Filed Feb. 23, 
1935. No. 2,106,010. 


Process for refining and cracking oil 

-Ernest A. Ocon, New York, N. Y. 
Filed Mar. 8, 1937. No. 2,106,013. 

Decolorizing petroleum oils—Robert 
E. Stanton, Denver, Colo., assignor to 
Petroleum Processes Corp., Wichita, 
Kans. Filed Mar. 7, 1934. No. 2,106,071. 


The following to Ralph M. Parsons 
Co., Mount Vernon, Ohio, as assignee 
of Ralph M. Parsons, of that place: 

Method and apparatus for treating 
cracked hydrocarbon oils -Filed Mar. 
2, 1935. No. 2,105,499. 

Furnace—Filed Apr. 25, 1935. No. 
2,105,500. 

Bubble column—Filed June 26, 1936. 
No. 2,105,501. 

Furnace——Filed June 16, 1934. No. 
2,105,819. 

Tube still 
2,105,820. 

Furnace -Filed Aug. 20, 1936. No. 
2,105,821. 


Filed Mar. 2, 1935. No. 


The following to Universal Oil Prod- 
ucts Co. as assignee of the inventors: 


Treatment of hydrocarbons—Joseph 
G. Alther, Chicago, Ill. Filed Jan. 20, 
1934. No. 2,105,515. 


Process of hydrocarbon oil conver- 
sion—-Carbon P. Dubbs, Wilmette, Il. 
Filed Mar. 23, 1925. No. 2,105,526. 


Conversion of hydrocarbon oil— 
Jacque C. Morrell, Chicago, Ill. Filed 
Dec. 20, 1934. No. 2,105,549. 


Treatment of hydrocarbon oils — 
Jean D. Seguy, Chicago, Ill. Filed Nov. 
21, 1930. No. 2,105,554. 


Conversion of hydrocarbon oils— 
Kenneth Swartwood, Chicago,  IIl. 
Filed June 29, 1936. No. 2,105,561. 


MISCELLANEOUS 


Fluid dispensing apparatus—Harry 
T. Goss, Rutherford, N. J., assignor to 
L. N. S. Corp. Filed May 9, 1931. No. 
2,105,813. 

Lubricant demetallizer—Arnold C. 
Vobach, Whiting, and Matthew Fairlie, 
Hammond, Ind., assignors to Sinclair 
Refining Co. Filed Sept. 22, 1936. No. 
2,105,851. 
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Dear Editor: 


I noticed a reprint from NATIONAL 
PETROLEUM NEWS, issue of January 26, 
1938, under the caption “The Inside 
Story of The Madison Trial.” 

Will you be so kind as to send me 
a copy also? 

I must confess to a peculiar exhilara- 
tion received from hopelessly trying 
to follow the antics of the “whirling 
dervishes” who gyrate up and down 
Pennsylvania Avenue, from the White 
House to the Capitol. I have reached 
the conclusion that when talking to 
any of the “master-minds” of our Gov- 
ernment, from the highest to the low- 
est official, with absolutely no excep- 
tion, one gets the effect of standing 
on the brink of a canyon on a windy 
day, because past performances cer- 
tainly prove that the winds must 
slough around frightfully in the hol- 
low, cavernous spaces above the eye- 
brows of present official Washington, 
and you have my permission to quote 
me, with my full name and address, 
if you care to do so, as I feel that to 
hold any one of them in contempt 
would be ardent flattery. 


Yours very truly, 
J. R. Ramsdell, 
114 Clearview Ave., 
Springdale, Conn. 


Highway Safety Program 


W ASHINGTON—-An eight-point pro- 
gram for highway safety is proposed 
by Thomas H. MacDonald, chief of the 
Public Roads Bureau, in a set of 
recommendations to Congress, result- 
ing from studies of the Bureau and 
state highway departments. 

The program includes: 

1. Uniform State motor vehicle traf- 

fic laws. 

2. Skilled investigation of traffic ac- 
cidents. 

3. The establishment of a uniform 
system of accident reporting. 

4. The establishment of an adequate 
highway patrol including the offi- 
cial inspection of vehicles. 

>. The establishment of complete 
and final authority over the issu- 
ance and revocation of drivers’ li- 
censes. 

6. A highway improvement program 
divided into two general classes of 
projects: 

(1) Those of the emergency type, 

and 

(2) Those for the long-time plan. 
A plan of State and Federal safe- 
ty organization adequate to se- 
cure on a wide scale the adoption 
and enforcement of the action 
program here proposed. 

8. A national educational program. 
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Tailor-made Motor 
for Gasoline Pumps 


OT only is this capacitor-motor 

mechanically suited for gasoline 
pumps. but its electrical characteristics 
are designed to meet the load demands, 
as well. It is built with ample reserve torque to meet conditions 
requiring more than normal output, and will operate dependably 
through the hottest days and coldest nights, year after year. The 
reliability of G-E capacitor-motors has been proved millions of 
them are operating refrigerators, stokers, and water pumps. 
The Underwriters’ Laboratories, Inc., lists this motor for use in 
Class I, Group D, hazardous gas locations. Bulletin GEA-2277 
gives additional information. Why not write General Electric 


Company. Schenectady, New York, for a copy? 


Built by Men Who Know Motors, for Men Who Know Pumps 


GENERAL (% ELECTRIC 


Filing No. 8260 070-232 





























The emblem 
\\\ INDEPENDENCE 


Republic’s strategically located terminals supplied by ocean tankers from our completely 
modernized refineries, assures Independent Jobbers and Distributors a constant supply. 
Popularity of REPUBLIC Products is the result of Quality—Service and Independence. 
There may be a Republic Franchise available in your territory . . Get in touch with the 
Republic representative ..... WITHOUT DELAY. 


(Order Summer Grades of Motor Oil NOW... . 


REPUBLIC OILCO. 


BENEDUM TREES BLDG. PITTSBURGH PA. 


“THE INDEPENDENT SUPPLIER 
FOR INDEPENDENT JOBBERS 


SALES OFFICES 


Benedum Trees Bidg., Pittsburgh,Pa. 641 Fourth Ave., Coraopolis, Pa. Waynesburg, Pa. 1605 Ninth St. S.E Canton 
Ohio. 1703 W. Market St., Warren, Ohio. 104 Bridge St., Johnstown, Pa. 449 Main St., Luzerne, Pa. P. O. Box 131, 
Winchester, Va. 511 Union Trust Bidg., Petersburg, Va. R.C. A. Bldg., 30 Rockefeller Plaza, New York, N. Y 2100 
Oobler Ave., Baltimore, Md. Second Nat'l Bank Bidg., Houston, Texas. Box 382, Greensboro, N. C. P. °o Box 123 
New Castle, Pa. 202 Foster Ave., Cambridge, Ohio. Huff Ave. & P.R.R., Greensburg, Pa. P. O. Box 944, Norfolk, 
Va. Berryville, Va. P. O. 142, Harrisonburg, Va. P. O. Box 1161, Savannah, Ga. Box 152, Wilnington N. c. 
Hopewell, Va. Carteret, N. J. Jacksonville, Fla. : 











ARE YOU ONE OF THE 


1.000 OIL MEN 
Who Get Lower Rates 


From NATIONAL PETROLEUM MUTUAL 
FIRE INSURANCE COMPANY 


225 So. 15th St. Philadelphia, Pa. 


























Eddy Made Sales Head 
Shell Union Oil Corp. 


N.P.N. News Bureau 

NEW YORK—Selwyn Eddy has been 
appointed sales manager, and Lawrence 
L. Koonce, assistant sales manager, of 
Shell Union Oil Corp., according to an 
announcement by L. T. Kittinger, vice 
president in charge of marketing. 

Eddy joined Shell Union last summer 
as assistant sales manager, coming on 
from the Pacific Coast where he had 
wide experience in oil marketing with 
the Shell Oil Co. Starting in as a serv- 
ice station attendant at San Francisco 
in 1925, he later served as salesman, 
area manager, assistant to the sales 
manager at San Francisco, and as- 
sistant division manager at Los An- 
geles. Prior to coming to New York, 
he was manager of the Southern Cali- 
fornia division. He is a native of Bay 
City, Michigan. 

Eddy replaces C. E. Smith, who as- 
sumed the position of Sales Manager 
during the reorganization of the com- 
pany’s marketing structure and now re- 
turns to Baltimore as manager of the 
Central division. Koonce was former- 
ly manager of the New York division 
with headquarters in Syracuse. His 
position there will be filled by Sandy 
A. Flint, now division manager at 
Baltimore. 


Koonce comes to the company’s head 
office here from Syracuse, where he 
served as New York division manager 
for more than a year. He became asso- 
ciated with Shell at Fresno, Cal., and 
later served in various capacities at 
San Jose, Cal., Seattle, Wash., St. Louis 
and Cleveland before becoming divi- 
sion sales manager at Syracuse in 
1936. 


Baltimore Honors Blaustein 


BALTIMORE-—More than a thousand 
persons active in Baltimore civic af- 
fairs attending a luncheon here recent- 
ly in memory of the late Louis Blau- 
stein, founder of the American Oil Co., 
heard the “Louis and Henrietta Blau- 
stein Foundation,” which his willl cre- 
ated, lauded as the “most liberal foun- 
dation ever established.” 

The Blaustein will provided $500,000 
for any use seen fit by a board of di- 
rectors, the only stipulation being that 
its benefits shall not be restricted to 
any race, creed or color. 

Among the speakers at the event, 
sponsored by the Advertising Club of 
Baltimore, was Mayor Howard Jack- 
son. 


New Unit For Richfield 


LOS ANGELES— Richfield Oil Corp. 
has just let a contract to Bechtel-Mc- 
Cone Corp. for the construction of re- 
run unit at Richfield’s Watson refinery. 
The re-run unit will be of the single- 
flush type having a capacity of 8000 
barrels a day. Cost of construction is 
estimated at in excess of $100,000. 
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Jaapemanns 


The following are trademark applications per- 
tinent to our field pending in the United States 
Patent office which have been passed for publica- 
tion and are in line for early registration unless 
opposition is filed promptly. For further informa- 
tion address National Trade-Mark Company, 
Munsey Building, Washington, D. C., trademark 
specialists. 

As an additional service feature to its read- 
ers, this journal gladly offers to them an ad- 
vance search free of charge on any mark they 
may contemplate adopting or registering. You 
may communicate with the Editor of this De- 
partment, or send your inquiry direct to the 
National Trade-Mark Company, stating that you 
are a reader of this journal. 


Published March 8, 1938 


PYROGAS, and design in center of 
the “O.” Ser. No. 398,014. The Pyrogas 
Company, North Kansas City, Mo. Filed 
Oct. 1, 1937. 

For liquid petroleum prepared for 
distribution in tanks of the so-called 
domestic or home service type to be 
used in providing household gas for 
general cooking and lighting purposes. 

TRANSULTEX. Ser. No. 401,121. 
The Texas Company, New York City. 
Filed Dec. 21, 1937. 

For cutting oil. 

GOLDENE, on a bar superimposed 
on circle. Ser. No. 400,712. Wasatch 
Oil Refining Co., Woods Cross and Salt 
Lake City, Utah. Filed Dec. 10, 1937. 


For propane gas to be used for cook- 


ing and other domestic purposes. 


A Penny for $5 


NEW YORK, March 14.—The 100,- 


000,000,000th penny paid by motorists 
in federal gasoline taxes now is a col- 
lectors’ item, offered in the coin mar- 
ket for $5, The American Petroleum 
Institute reported today. 

The 100,000,000,000th penny was paid 
at a New York service station about 
11 a. m., Feb. 25, the 19th anniversary 
of the taxation of gasoline in the Unit- 
ed States. The service station attend- 


ant was offered 25 cents by a coin col- 


lector, but held out for a half-dollar. 
His price was paid, and the collector 
immediately put the coin on the money 
market at $5. 


Oil Burner Course 


NEW YORK, March 14. — Rutgers 
University, University Extension Di- 
vision, at New Brunswick, New Jersey, 
is offering a home study course in Oil 
Burner Engineering. 

The course is given in fifteen sec- 
tions by correspondence, at a fee of 
$24. Sections cover, Oils; Combustion; 
Atomization; Burners; Automatic Con- 
trol; Fuel Tests; Heat Measurement; 
Calculation of Heating Systems and 
Requirements; Heat Loss; Insulation; 
Fans and Blowers; Draft; and Air Con- 
ditioning. 
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SURE DEATH 
to Oil Fires 


Here’s how the petroleum 
industry handles its most 
dangerous fires. Up-to-the- 
minute plants use LUX 
carbon-dioxide snow-and-gas 
—the fastest known extin- 
guishing agent. 


Lux portable extinguishers 
and Lux Fixed Systems kill 
dangerous fires in a few 
seconds. Lux harms nothing 
—there’s no corrosion, no 
fumes, no messy residue. 


Get Lux protection promptly. For all 
flammable liquid and vapor fire hazards. 





You will be interested in reading 
“Lux Makes the Difference’, a de- 
scription of Lux Portable Extin- 
1 | | FIRE guishers and Lux Fixed Systems. 
it, Write today for your free copy. 




















Walter Kidde & Company 


36 West Street, Bloomfield, N. J. 
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23 years old and STILL in 
active service. This Viking 
Twin Unit, owned and operat- 
ed by the Marshall-Wells 
Company of Minneapolis, is 
a typical example of Viking 
performance and _ stamina. 
Installed way back in 1915, 
it is practically impossible to 
estimate the millions of 
gallons pumped by this unit. 
But coupled with this out- 
standing service 





ENOUGH TO VOTE— 
And What a Vote for VIKING! 


Pump in the last ten years... 
the time when ordinary pumps 
require the greatest amount of 
attention and expensive re- 
pairs. 

Isn’t this the caliber of pump- 
ing economy, performance 
and endurance you want in 
your plant? Once you install 
Viking your pumping prob- 
lems cease. Proof for this 
statement is in the fact that 








far more Viking 
record is. the Rotary Pumps 
fact that not one Write today for complete are specified and 
cent has been illustrated bulletins on used in the Pe- 
ar ry Viking’s complete line of tna Toad 
pe i Rotary Pumps for’ the aa 
pairs on this Petroleum Industry. try than any 
Viking Rotary other make. 
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Ait A Glance ... 


MID-WESTERN: Low octane gasoline reported scarce. 
PENNSYLVANIA: Lower field U. S. Motor prices higher. 
MID-CONTINENT : Freight increase stimulates gasoline inquiries 


EASTERN: Gasoline unsettled by reports of price shading. 


CALIFORNIA: Atlantic foreign buyer inquires for gasoline. 


GULF: Lower tanker rates fail to stimulate demand. 





N.P.N. News Bureau 

CHICAGO, March 14. The Mid- 
Western gasoline market was featured 
by an increasing firmness during the 
past week, sellers reported. Offerings 
generally were said to be limited for the 
season. Low octane gasoline particu- 
larly was reported scarce. Many mar- 
keters looked for an advance in prices 
within the next week. 

News of the increase in freight 
rates stimulated inquiry, particularly 
for gasoline, and many sellers antici- 
pate increased movement when the ef- 
fective date of the increase is made 
known. 

Michigan refiners continued to re- 
port good movement of straight run 
and high octane gasoline. Only in a 
few cases could any volume be ac- 
cumulated in storage, they said. Prices 
for all grades of gasoline were reported 
steady. 

Kerosine inquiry both in the Chicago 
area and in Michigan was said to be 
more active. Michigan refiners espe- 
cially reported a noticeable upturn in 
kerosine demand. Most of the demand 
was from distributors of tractor fuel 


although demand from hatcheries also 
was said to be fairly active. 

Range oil was reported less active 
in the Chicago area. Open spot market 
offerings were freer, marketers said, 
against 


with shipments 
fair volume. 


contracts in 


BS 


i 
i 





N. P.N. News Bureau 

CLEVELAND, March 14. The sec- 
ond week of March brought further 
improvement in gasoline in western 
Pennsylvania. Kerosine and fuel oil 
appeared to be on the downgrade. Lu- 
bricating oil prices were reported un 
changed. 

Open market spot demand for gaso 
line picked up considerably, according 
to the reports of refiners and resale 
agents. A number of refiners said their 
commitments made early this month 
for shipment over March were sut- 

. ficient to prevent any accumulation of 
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4.875 cents. 


surplus, and they would have compara- 
tively little gasoline to offer in the 
open markt for the balance of the 
month. 

All lower field refiners reported ad- 
vancing their U. S. Motor quotations 
0.125 cent to a minimum of 4.75 cents. 
At least two were reported at 
Several brokers reported 
their best cost was 4.625 cents. 

No improvement in demand for fuel 
oil was indicated and the 36-40 grade 
was offered 0.125 cent lower in both 
the upper and lower districts by re 
finers and brokers. Kerosine also was 
said to be easier, but reports of price 
shading lacked confirmation. 

Inter-refinery and export. trading 
continued to comprise practically all 
of the activity reported in lubricating 
oils. No open market sales of neutral 
oils or cylinder stocks to jobbers were 
renorted. 


sales 





N.P.N. News Bureau 
TULSA, March 14. Jobber buy 
ing interest in Mid-Continent gasoline 
continued inactive early last week. Few 
orders were placed in the open mar 
ket as buyers continued their policy 
of hand-to-mouth buying. 
Announcement of the _ Interstate 
Commerce Commission’s approval of 
a 10 per cent increase in petroleum 
freight rates stirred buyers from thei 
state of lethargy. Inquiry picked up 
considerably, according to refiners who 


at the same time said there was no 





| N.P.N. Gasoline Index 


Dealer Tank 
T.w. Car 
Cents per Gal. 
Mar. 14 10.09 5.87 
Month ago 10.17 - 5.90 
Year ago 10.53 6.35 
Dealer index is an average of 


“undivided” dealer prices, ex-tax, 


in 50 cities. 
Tank cal indea iS a 


average of 12 


weighted 
wholesale markets 
for regular-grade gasoline. 


| 











improvement in the 


volume of open 

market sales. 
Refiners said they were reluctant 
to furnish the gasoline requirement 


of jobbers for the next several weeks 
at current “below-cost” prices. Many 
refiners reported advancing their gaso- 
line quotations 0.125 cent and refused 
to fill orders for future delivery. 
Other refiners continued to fill current 
orders at unchanged prices, but in- 
dicated they would advance their quo- 
tations as soon as the effective date 
of the freight increase is announced. 
Four East Texas refiners reported ad- 
vancing their quotations for 400 e.p. 
gasoline 0.25 cent to 4.5 cents. 

Grade 26-70 natural gasoline prices 
advanced 0.125 to 0.25 cent when buy- 
ers increased their bids to obtain ad- 
ditional supplies. Higher bids were 
said to be bringing out increased offer- 
ings. 

Open market transactions in Mid- 
Continent and South Texas lubes were 
reported light. Unconfirmed reports of 
price concessions continued to be en- 
countered. Sellers, however, said they 
had made no change in quotations. 
124-126 wax was quoted at 2.1 cents 


by two refiners and others were ask 
ing up to 2.25 cents. 

Spring demand for Kerosine was re- 
getting 
unchanged, 


slow in 
were 


ported 


under way. 
Prices 


according to 
sellers. 





NEW YORK, March 14. Domestic 
and foreign demand for both scale and 
refined wax remained listless the sec- 
ond week of March, according to re- 
ports of sellers here. 

Prices for scale wax for shipment 
from the Gulf were reported lower. 
Sales to resellers at 1.65 were con- 
firmed. Resellers’ sales were 0.05 cent 
higher, or 1.7 cents. 

Prices in the New York market for 
these grades were about 20 points 
higher, according to reports. 

Occasional reports of shading of 
fully refined prices for export ship- 
ment were heard, but lower sales or 
firm offerings could not be confirmed. 





N. P.N. News Bureau 
NEW YORK, March 14. Despite 
mild March weather, retail consump- 
tion and wholesale demand for gaso- 
line have not come up to general ex- 
pectations, according to reports of 
eastern distributors the past week. 
This fact, coupled with the large in- 
crease in gasoline stocks for the coun- 
try as a whole, has brought about an 
easiness in eastern gasoline markets 
which has been building up since the 
first of the year. 
Reports of gasoline 
continued to be widespread in the 
New York harbor market, but open 
market spot sales or quotations said 
to have been made at lower prices 
lacked confirmation. Some buyers re- 


price shading 
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except heavy fuel oils in 


ignated, except where otherwise noted. Inter 


REFINERY TANK CAR MARKETS 


All prices on this page are publisher's opinion of open marke quotations or sales, for spot shipment (10 to 15 days). Prices in cents per gallon 
lars per barrel, tank car lots, f.o.b. refineries in districts des 

export prices not included, unless so stated in the respective markets. Federal, stale or municipal tazes nol included. Prices quoted apply on 
made from legally produced crude. Unless otherwise noted, gasoline octane ratings are delermined by C.F.R. Motor method, A.S.T.M. 
D-357-33T; and lubricating oil specifications determined according to A.S.T.M. 


refinery 


, unless otherwise noted. 





Gasoline and Naphtha 


Prices Effective Mar. 14 Mar. 7 
OKLAHOMA 
U.S. Motor: (Octane Test L-3) 
62 oct. & below.... 4.125- 4.25 4.00 - 4.25 
63-66 oct.......... 4.375- 4.50 4.375- 4.50 
See 4.625- 4.75 4.625- 4.875 
eae 5.00 — 5.125 4.875- 5.125 
60-62, 400 e.p........ (a)4.125 (a) 4.00 -4.25 
64-66, 375 e.p........ ; (a) 5.00 -5.125 
68-70, 350-360 e.p..... (a) 5.125-5.25 
WESTERN PENNA. 
Bradford-Warren: 
Motor gasoline: 
U. S. Motor (58-62°).. 5.00 —- 5.125 5.00 - 5.125 
: Min. 65 oct........ 6.50 - 7.00 6.50 - 7.00 
Other districts 
54-56 naphtha....... 4.625- 4.75 (a) 4.625-4.75 
Motor gasoline: 
U.S. Motor (58-62°).. 4.75 — 4.875 4.75 - 4.875 
in. 65 O08.......5. 6.125- 6.25 6.125- 6.25 


CENTRAL MICHIGAN (Prices f.0.b. Cent. Mich. 
refinery group basis, for shipment within Michigan. 
j Shipments, however, may originate at plants outside 
Central group). 
Str.-Run Gasoline. ...(d) 5.00 -5.50 (d) 5.00 -5.50 
U. 8. Motor: (Octane Test L-3) 

67-69 octane....... 7.75 z. 

0 


5 


ina 


70-72 octane....... 8.00 — 8.25 8.0 8.25 
i) (d) Excluding Detroit shipment. 
CALIFORNIA (3c tax to be added to prices if used 


in state) 
U. S. Motor: 
54-58, for instate ship- 


ee ere 7.00 9.25 7.00 - 9.25 
54-58, for outside state 

shipment.......... 7.75 -9.00 7.75 - 9.00 
58-61, 375-400 e.p., 65 

oct. & above....... 8.73 - 9.75 8.75 - 9.75 


(c) N. TEX. (For shipment to Texas and N. Mex. 
destinations; Group 3 prices quoted on northern ship- 
ments) 
U.S. Motor: (Octane Test L-3) 

62 oct. & below. ... (a) 4.50 -4.875(a) 4.50 -—4.875 


2 See (a) 5.00 —5.375(a) 5.00 -5.375 
EP GOR sccaccuse (a) 5.375-5.625(a) 5.375-5.75 
Te MOE. wv cevecess (a) 5.625-6.00 (a) 5.625-6.00 
60-62, 400 e.p........ (a) 4.625-4.875(a) 4.625-4.875 
KANSAS (Fer Kansas destinations only) 
U. S. Motor: (Octane Test L-3) 
62 oct. & below.... 4.50 4.375- 4.50 
PP Ess Sa hae sss 5.50 5.375- 5.50 
(c)W. TEX. 
U.S. Motor: (Octane Test L-3) 
62 oct. & below.... 4.50 - 4.75 4.50 - 4.625 
on eee 5.00 5.25 5.00 — 5.125 
ee eee 5.375- 5.625 5.375- 5.50 
coy: | Diz 6.00 5.75 - 5.875 
(c)E. TEX. 
60-62, 400 e.p........ (a)4.50 (a)4.25 
N. LA. (For shipment within La. & into Ark.) 
U. S. Motor: (Octane Test L-3) 
62 oct. & below.... 4.125- 4.50 4.125- 4.50 
oe eae 4.50 — 4.625 4.50 -— 4.625 
of See 4.875- 5.00 4.875- 5.00 
POT MOGs sé vcansdece 5.375- 5.50 5.375- 3.50 


ARKANSAS (For shipment within Ark. & into La.) 
U. 8. Motor: (Octane Test L-3) 


62 octane & below.. (b)4.25 (b) 4.00 
Ce Oak. ccescce eo =«(b) 4.75 (b) 4.75 
OHIO (Quotations of S. O. Ohio. Delivered any- 
where in Ohio). 
Oe See 7.78 7.625 
Above 65 oct......... 8.00 7.875 


Natural Gasoline 


(Prices are those to blenders on freight basis shown 
below. Shipments, however, may originate in other 
Mid-Continent manufacturing districts, such as Pan- 
handle Texas, S. W. Texas or Kans.) 


F.0O.B. GROUP 3 


Grade 26-70......... 2.50 2.375- 2.50 
F.0.B. BRECKENRIDGE 
Grade 26-70......... 2.59 2.25 — 2.375 


CALIFORNIA (F.o.b. plants in Los Angeles basin) 
75-85, 350-375 e.p. for 
PI. 5 o5000s os 
(a) Nominal. 
(b) Only one refiner quoting. 
(c) Refiners report they generally receive from 0.25c 
te 05¢ per gal. more for gasoline & kerosine for local 
or differential territory shipment. 


7.00 — 7.25 7.00 - 7.23 








| 





Kerosine 


Prices Effective Mar. 14 Mar. 


WESTERN PENNA. 
Bradford-Warren: 


~ 


ee 5.25 — 5.375 5.375- 5.50 
i, ae 5.375- 5.50 5.59 — 5.625 
Se ere cweow ee 5.50 - 5.625 5.625- 5.75 
Other districts: 

ee een owe §.bad~— 6.25 §.25 — §.375 
Sy ae 5.25 - 5.375 5.375- 5.50 
Oe WM cack ecacauene 5.375~ 5.50 5.50 — 5.625 


CENTRAL MIGHIGAN (Prices f.o.b. Cent. Mich. 
refinery group basis, for shipment within Michigan. 
Shipments, however, may originate at plants outside 
Central group.) 


eee 9.29 — 5.55 5.25 — 5.55 
OKLAHOMA 

te Ae eee 4.125- 4.375 4.125- 4.375 
oo ee 4.25 - 4.50 4.25 - 4.50 
KANSAS (For Kansas destinations only). 

BONS Ws. cccicavese 4.50 - 4.625 4.50 -— 4.625 
42-44 w.w 4.625- 4.75 4.625- 4.75 


(c)N. TEX. (For shipment to Texas and New Mexico 
destinations; Group 3 prices quoted on northern 
shipments). 


Ee Wi vc ccsccwne 4.50 4.50 
(c)E. TEX. 

SIO WiWeccisccscsce (9O.E2S (a)4.125 

N. LA. (For shipment within La. and into Ark.) 
41-43 w.w..........6. 4.375- 4.50 4.375- 4.50 
ARK. (For shipment within Ark. and into La.). 
Gee MMs isccs mews (b)4.625 (b) 4.625 
CALIFORNIA 

SES Wiles cscsccsece S98 — 7.08 5.50 - 7.00 


Gas and Fuel Oils 


WESTERN PENNA. 


Bradford-Warren: 

errr ree rr 4.625- 4.75 4.75 - 5.25 
Other districts: (Excluding Pittsburgh District Prices). 
ee ere eer 4.375- 4.75 4.625- 4.75 


CENTRAL MICHIGAN (Prices f.o.b. Cent. Mich. 
refinery group basis, for shipment within Michigan. 
Shipments, however, may originate at plants outside 
Central group.) 


P.W. Distillate....... 5.00 —- 5.375 5.00 - 5.50 
No. 3 gas oil, Str..... 4.50 - 4.75 4.75 
tek oy een 4.25 —- 4.50 4.50 
Fuel Oils (Vis. at 100): 
500-700 Vis........ 2.25 - 2.75 2.25 —- 3.75 
300-500 Vis........ 2.50 — 3.00 2.50 — 3.00 
100-300 Vis........ 3.25 - 3.50 3.25 — 3.50 
OKLAHOMA 
oe Cer 4.00 - 4.125 4.00 - 4.125 
LS en (a) 3.875-4.00 (a) 3.875-4.00 
Ve PS ee 3.75 -— 3.875 3.75 - 3.87§ 
No. 2 dark..........(a) 3.625-3.75 (a) 3.625-3.75 
is ey: | ee (a) 3.00 -—3.25 (a) 3.00 -3.25 
LS eee 3.625 3.625 
EE o'si0 04 3:6 wb as ek eae (b) $1.35 
Sra ee (b)$0.875 $0.875 
See (a)$0.825-$0.875 (a)$0.825-$0.875 
| ee (a) $0.80-$0.825 (a)$0.80 -$0.825 


KANSAS (For Kans. destinations only). 
No. 1 p.w. fuel oil.... 4.25 - 4.375 4.25 - 4.50 
10-14 fuel ofl......... $0.60 -$0.65 $0.60 


N. TEX. (For shipment to Texas and N. Mex.; Group 
3 prices quoted on northern shipments). 


SG eee (a)4.25 (a)4.25 

U. G. I. gas oil....... 2.75 — 2.875 2.75 — 2.875 
DEED cna Be weake x $0 .775-$0 .825 $0.825-$0.85 
ee $0.75 -$0.775 $0.775-$0.80 
N. LA. (For shipment within La. and into Ark.) 
Rt re rere 3.625- 3.75 3.625- 3.75 
PPE eee $1.10 -$1.15 $1.10 -$1.15 
BONO. 6c setaccheawas $0.95 -$1.00 $0.95 -$1.00 
ot eee $0.80 -$0.85 $0.80 -$0.85 
ARK. (For shipment within Ark. and into La.). 
ON RR ora (b)3.75 (bj4.00 
28-30 gas oil, zero.... = (b)3.50 (b)3.75 
CALIFORNIA 

San Joaquin Valley: 

oavy fia... s cssnee $0.60 -$0.85 $0.60 -$0.85 
ee aa - $0.75 -$0.95 $0.75 -$0.95 
Diesel fuel (per gal.).. 3.50 - 5.00 3.50 - 5.00 
Stove dist. (per gal.).. 3.75 - 7.00 3.75 - 7.00 
Los Angeles: 

Heavy feel....sccece $0.60 -$1.00 $0.60 -$1.00 
eS Fee $0.75 -$1.10 $0.77 -$1.10 
Diesel fuel (per gal.).. 3.00 - 5.00 3.00 - 5.00 
Stove dist. (per gal.).. 3.25 - 7.00 3.25 - 7.00 





Gas and Fuel Oils (Cont'd) 


Prices Effective Mar. 14 Mar. 7 
San Francisco: 

Heavy fuel.......... $1.05 $1.05 
aaa $1.15 $1.15 
Diesel fuel (per gal.) .. 5.50 5.50 
Stove dist. (per gal.).. 7.50 7.50 


Note: All above heavy fuels meet Pacific specifica- 
tion 400; light fuel, spec. 300; Diesel fuels, spec. 200; 
and stove distillate, spec. 100. 


Neutral Oils 


WESTERN PENNA. (Only contract shipments 
being made; no open spot market sales reported by 
refiners; following Penna. prices are refiners’ quo- 
tations only.) 

Viscous Neutrals (Viscosity al 70° F.) 
200 Vis. (180 at 100°) No. 3 col., 420-425 fl.: 


LL | PETC TTC T 20.50 -21.00 20.50 -21.00 
og | Sere 19.50 -20.00 19.50 -20.00 
JE Seer er ee 19.00 -19.50 19.600 -19.50 
err 17.00 -17.50 17.00 -17.50 

180 Vis. (165 at 100) No. 3 col., 410-415 fl.: 
ey 16.00 -16.50 16.00 -16.50 
150 Vis. (143 at 100) No. 3 col., 400-405 f1.: 

A ee ... 17.50 -18.00 17.50 -18.00 
Beh 1 6s 6 cesaeeus 16.50 -17.00 16.50 -17.00 
Co Sree ree 16.00 -16.50 16.00 -16.50 
ere ere ..- 15.00 -15.50 15.00 -15.50 

SOUTH TEXAS 
Vis. Color 


Pale Oils: (Vis. at 100° F.) 


100 No. 14-24..... 5.00 - 5.50 5.00 — 5.50 
> oa 6.50 — 7.00 6.50 -— 7.00 
tt . ae 7.00 -— 7.50 7.00 -— 7.50 
500 No. 24-3..... 8.00 — 8.50 8.00 — 8.50 
re Os 50 - 9.00 8.50 - 9.00 
Fe eee 9.00 - 9.50 9.00 - 9.50 
ye a ae 9.25 - 9.75 9.25 - 9.75 
Red Oils: 

200 No. 5-6......... 6.50 - 7.00 6.50 - 7.00 
BOO NOs SBicscesccs 7.00 -— 7.50 7.00 -— 7.50 
S500 No. 5-6........ . 8.00 —- 8.50 8.00 - 8.50 
roo. aor 8.50 —- 9.00 8.50 — 9.00 
1200 No. 5-6......... 9.00 — 9.50 9.00 - 9.50 
2000 No. 5-6......66.. 9.25 - 9.75 9.25 - 9.75 


Note: South Texas red oil prices shown above 
cover oils with green cast; blue cast red oils are slightly 
lower in some cases. 

MID-CONTINENT (Vis. at 100° F.; F.o.b. ‘Tulsa 
basis). 


Pale Oils: (0 to 10 P.P.) 
Vis. Color 
60-85—No. 2....... 5.50 5.50 
86-110—No. 2...... 6.00 6.00 
BSO—="NOi S.. oc ccccce 9.00 9.00 
BOO-=ING. SB. occ cece 10.00 10.00 
te eee 10.50 10.50 
yee) ee 11.50 11.50 
ee re 12.50 12.5 
ee |e ee 13.00 13.00 
Red Oils: 
180—No. 5.......... 9.00 9.00 
BOO—=NO. So... cccccce 9.50 9.50 
BEO-—=ING. Si. cv ccccvce 10.50 10.50 
SOONG. 5... cc sre: 11.50 11.50 
S00—=-No. $...ccccces 11.75 11.75 
Note: Viscous oils, 15-25 p.p., generally are quoted 
0.50 under 0-10 p.p. oils. Nea-veeens oils, 15-25 


.p., generally are quoted 0.250 under 0-10 p.p. oils. 
a oils (150-300 vis.), No. 4 color, generally are 
quoted 0.5c above No. 5 color oils. 

CHICAGO (Vis. at 100° F.) 

—_ Oils (e)0 to 10 p.p.: 


. Color 

60-85—No. 2....... 7.25 7.25 

86-110—No. 2.. 7.75 7.70 
1S0—-NNo: 8... 5.000. 10.00 10.00 
ee See 11.00 11.00 
SOO STEE Di ccccccecs 11.50 11.50 
250—No. 3.......... 12.50 12.50 
Red Oils 

180—No. 5.......... 10.00 10.00 
BOO-——=NO@. S$... cc ccccs 10.50 10.50 
a 11.50 11.50 
SRI Bec cise vase 12.50 12.50 
300—No. 5..... seeee 2.75 12.75 


(6) Viscous oils, 15 to 30 p.p. are quoted 0.5c lower, 
60-85 and 86-110 No. 2 non-viscous oils, 15 to 30 p.p., 
are quoted 0.25c lower. To obtain delivered prices 
in Chicago, add 0.25c per gal. 


Cylinder Stocks 


MID-CONTINENT (F.o.b. Tulsa basis). 
Bright Stocks: 


190-200 Vis. at 210° D 19.00 19.00 
150-160 Vis. at 210° D: 
J) ae 16.00 
BO OO Be Dice acces 15.00 -15.50 15.00 -15.50 
25 to 40 p.p........ 15.00 15.00 
150-160 vis. at 210° E. 15.00 15.00 
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Long possessed of this world-wide reputation, 

The Ohio Oil Company today has forged ahead : 

to a clearly defined leadership in the refining : MARATHON MOTOR 
and marketing of crude oil products. olLs 


7 sae Cm f _ LINCO TIRES and TUBES 
High quality LINCO GASOLINES & MARATHON perme 
MOTOR OILS are made at advantageously : poe 


: : ; : and ACCESSORIES 
located refineries, thus insuring a constant 
supply to jobber and dealer outlets. 


The Ohio Oil Company is seeking reliable and 
aggressive jobbers to distribute their uniform 
and guaranteed high-quality products. 


Write, phone or wire AT ONCE for details re- 
éarding an Exclusive Territory Franchise. 


. 


TOO 


Genenat Oreices - - - - Finotay, Onto 
ROBINSON. ILLINOIS ruLSA, OKLAHOMA FT. WORTH, TEXAS 
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ported getting increased concessions 
under their contracts and a check re- 
vealed that reports of this type of 
transaction, in some instances at least, 
were being confused with open mar- 
ket price shading. 

Buyers said they would have no 
difficulty in shading current nominal 
open market quotations at New York 
harbor, and some sellers gave weight 
to this contention by intimating that 
they might consider shading their 
nominal quotations to make a sale. 

Other markets along the eastern sea- 
board also were unsettled by reports 
of price shading. 





N.P.N. News Bureau 

NEW YORK, March 14. Interest 
of traders in the Gulf market centered 
on the continued decline in boat rates 
the week ended March 12. 

teports of 17-cent fixture for light 
crude for North Atlantic shipment 
were heard. Also there were uncon- 
firmed reports of clean boats being 
available at 17 cents, and that a 19- 
cent fixture for heating oil had been 
made. 

A fixture for a clean cargo for April 
lifting for trans-Atlantic shipment at 
21 shillings also was reported the past 
week. 

Meanwhile, with boat rates on the 
decline, activity at the Gulf remained 
virtually at a standstill. Due to the 
mild weather, distributors on the At- 
lantic seaboard reported having suf- 
ficient fuel oil in storage without ad- 
ditional material from the Gulf. Gaso- 
line consumption: has not come up to 
either the published estimate of the 
U. S. Bureau of Mines, nor general ex- 
pectations of sellers at seaboard points, 
resulting, it was said, in a comfortable 
gasoline stocks position at most ter- 
minals, without additional material 
from the Gulf. 

Foreign buying has been extremely 
light at the American Gulf since the 
first of the year. While an occasional 
“feeler” was reported for export gaso- 
line, no spot cargoes have been re- 
ported sold in quite some time. Only 
in occasional cargo of gas oil has been 
sold to the Continent. 

Kerosine was freely offered, and at 
lower prices. 

teports March 12 were that Bunker 
C for bunkering ships was down 10 
cents a barrel following the decline .in 
eastern seaboard markets. 





N.P.N. News Bureau 
LOS ANGELES, March 12. An 
exploratory inquiry was reported from 
Atlantic foreign sources the past week 
for quotations on a cargo of gasoline, 
but generally speaking there was lit- 
tle activity in the spot cargo market 
for this product. Prices generally were 
reported unchanged. 
“Very sick and failing fast” was a 
(Continued on page 60) 





Fuel O..... 


N.P.N. News Bureau 

CHICAGO, March 14. — The sea- 
sonal easing in demand for light burn- 
er fuels was felt in the Chicago mar- 
ket during the past week, marketers 
reported. Supplies were more freely 
available as open spot market demand 
continued spotty. Shipments to north- 
ern sections of Michigan and Wiscon- 
sin, however, have as yet been unaf- 
fected, sellers generally indicated. 

A few central Michigan refiners also 
reported less active demand for p.w. 
distillate. General movement was still 
said to be good, however, and no 
changes in prices were indicated. 

Heavy fuel movement in the Chicago 
area continued at low ebb, reports in- 
dicated. Michigan refiners, however, 
generally reported an appreciably in- 
creased demand for heavy industrial 
fuels. Although stocks were still re- 
ported excessive, refiners said the sit- 
uation has been relieved somewhat by 
the current upturn in the automobile 


industry. 


N. P.N. News Bureau 

NEW YORK, March 14. The re- 
duction of 10 cents a barrel in Bunker 
C fuel oil for ships’ bunkering and for 
domestic use at all seaboard points, 
featured eastern fuel oil markets the 
week ended March 12. 

Standard of New Jersey first re- 
duced its prices, and was followed by 
the majority of sellers in all eastern 
markets, except Philadelphia. 

Boston and Providence light fuel oil 
prices were reported lower during the 
week, and there were reports of price 
shading on Nos. 1, 2, and 4 oils at 
other points along the seaboard. 

Mild weather the past week has re- 


sulted in comparatively slow consumer 
demand, according to reports of dis- 
tributors. 
* * ok 

TULSA, March 14. — With the ex- 
ception of occasional buying due to 
cold flurries in the north, the Mid- 
Continent light fuel market was du!! 
the past week. But despite the fact 
most distributors were operating on a 
hand-to-mouth basis, prices for light 
fuels remained fairly steady, traders 
said. Steadiness of prices was attrib- 
uted by most suppliers to the fact that 
light fuels no longer were being made 
at some plants. Refiners, now that the 
heating oil season is about over, were 
concentrating on tractor fuel and kero- 
sine. Evidence of scarceness of some 
light fuels was indicated when brok- 
ers reported difficulty in obtaining sup- 
plies for immediate delivery. 

Mid-Continent refiners generally 
conceded nothing short of active rail- 
road and industrial buying would stir 
heavy fuels from their state of leth- 
argy. Cracked heavy fuel was said 
to have been offered at “give-away” 
prices, but lower-priced sales or quo- 
tations lacked confirmation. 


MINNEAPOLIS—Minnesota gasoline 
tax collections last year were at an all 
time high of $18,632,775.95, or about 
33.5 per cent higher than in 1936, Jo- 
seph R. Schroeder, Minnesota APIC 
secretary, reports. 

Refunds were $2,300,643.41. Net col- 
lections were $16,332,132.54. 

About 34 per cent of the state’s to- 
tal tax collections comes from motor- 
ists, Schroeder reported. 








No. 1 No.2 No.3 No.4 
S. O. NEW JERSEY 


Phowerk, Pes Bicciccsucs * 6.50 6.50 6.50 
Atlantic City, N. J...... * 6.50 6.50 6.50 
Baltimore, Md......... 8.00 7.00 7.00 7.00 
Washington, D.C....... 8.50 7.75 7.75 7.75 


SOCONY-VACUUM OIL CO. INC, 
(S. O. New York Division) 


New York City.... 02... 
Oe a Bet Cae ere 
Rochester, N. Y........ 
Boston, Mass.......... 
NOE MEGS 6 iss% va Sia'a% 
Manchester, N. H....... 
Burlington, Vt......... 
Hartford, Conn......... 
New Haven, Conn...... 
Providence, R. I........ 7.00 7.00 7.00 

*Prices for No. 1 fuel in S. O. New Jersey and 
Socony-Vacuum territories same as for kerosine 
which see in tank wagon table for various cities: 
prices change with kerosine. 
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No.1 No.2 No.3 No.4 
ATLANTIC REFINING 





Philadelphia, Pa........ 7.75 7.00 7.00 7. 
Allentown, Pa... ......; 8.25 7.50 7.50 7.50 
Wilmington, Del........ $.25 7.50 7.50 7. 





Following are lank wagon prices of various grades of heating oil al the points shown in sarious territories. 
Prices are in cents per gallon. 


TANK WAGON MARKETS, HEATING OILS 


Prices in Effect Mar.14, 1938 


No. 1 No. 2 No.3 No. 4 
ATLANTIC REFINING Cont’d 


Springfield, Mass....... 9.00 7.50 7.50 
Worcester, Mass........ 9.00 7.50 .... 7.50 
Hartford, Conn......... 9.00 7.50 « “Scam 


Ss. 0. OHIO 
Columbus Division and 


J. ere 7.50 7.50 7.00 
EY GE OR bis cocses 8.00 8.00 7.00 
Gl ee 8.00 8.00 7.50 


Note: S. O. Ohio prices are for full compartment 
hose dumps, buckel dumps are 0.5¢ per gallon higher. 


S. O. INDIANA 
Stanolex Fuel and Furnace Oils 


No. 1 Stanolex 
Fuel Furnace 


MIN Kyo ls cts ihe as ain A Oi eee 8.8 7.00 
EN idee ck acansh aces es *11.8 
Oe re rer er Sa t.1 
a, Sere 8.1 7.4 
ER Ee erie ee ao 7.9 
I aa avian Gate a mark. Sika 7.2 re - 
es I o's. Koes cbwadeaeain's 7.5 6.8 
DOU CON 5 vse css cd vewaeese 6.6 6.6 


*Includes state tax of 4c. = 
+This price applies to 1 to 99 gals. deliveries; 
150 gals. and over, 7c. 


Note: Smatl-lot deliveries of light fuel oils range 





4 


OyeRT 








up to 2c higher than above quotations. 











NATIONAL PETROLEUM NEWS 








Silent teerteemmenemennenaait — oer an 


REFINERY TANK CAR MARKETS 


All prices on this page are Lag ne pet opinion of open market quotations or sales, for spol shipment (10 to 15 days) unless otherwise stated. Prices in 
cents per gallon, except heavy fuel oils in dollars per barrel, wax and petrolatums in cents per pound in barrels, tank car lois, f.o.b. refineries in districts 
designated, except where otherwise ~ peal Inter-refinery and export ~— not included unless so stated in the respective markets. Federal, state or munici- 
pal tazes nol included. Prices quoted apply on products made from legally produced crude. Unless otherwise noted, gasoline octane ralings are delermined 
by C.F.R. Motor method, A.S.T.M. D-357-33T; and lubricating oil specifications determined according to A.S.T.M. methods, unless otherwise noted 











- 3 | i m i Mar. Mar. 7 
Cylinder Stocks (cont’d) | Prices Bitective wee - Wax 
| WESTERN PENNA. Only contract shipments 
Prices Effective Mar. I4 Mar. 7 being made; no open spot market sales reported by 


ri “ffectiv ar. Mar. 7 
Mid-Continent (cont'd) | ee sty Penna. prices are refiners’ quo Prices Effective Mar. 1 fur 
20 Vis. at)210° D: sme es WESTERN PENNA. (In bbls., carloads, New York) 
ae ae Saat oid ge as a | 600 S.R. filterable. 8.50 —- 9.00 8.50 - 9.00 122-124 " ap, Wc 
0 to 10 See 15.125-15.25 15 125-15 23 [ | | a ee eee 10.50 11.50 10.50 -11.50 yon " + 7 sa » se 
10 to 25 p.p........ 14.50 14.50 ae eee 11.00 -12.00 11.00 -12.00 Po «aoe Ge tl plaid - ; . 
25 to 40 p.p..-..... _ 14.250 _ 14.25— _ . aaa 14.00 -16.00 14.00 -16.00 gore P.. eee eee 
$00 Sh. Olive . ; 00 9 20 : 00 a 20 600 Warren E........ 13.00 -13.50 13.00 -13.50 iain : ‘ = 
EX. x n.. ‘ 2 ‘. = =) 
Ea? 2.50 12.50 | Bri ck, 145-155 vis. at 210°, 540-550 flash, No. 
=< ii Bors coe : a : 1.00 ; 3 ; 4.00 — a : = sti is OKLAHOMA In bbls. or burlap bags, carloads) 
| Ch eee ... 18.50 -19.00 18.50 -19.00 124-126 A.m.p., w.c ’ - » 9 » = 
CHICAGO (Viscosity at 210°) [ PRRs cs ciccccs.., SSO =10.08 F750 -16.00 scale. . b) 2. 10 23> «3.23 = 2.90 
Unfiltered Steam Refined: 20 2) So 16.50 -17.00 16.50 -17.00 b) Only one refiner quoting 
140 29 p.t. ? areas 15.50 -16.00 15.50 -16.00 
Se ee 9 00 9.00 
até oat en theese 10.00 10.00 CHICAGO (In bags, carload lots. Melting points 
ee eee eee 11.00 11.00 > are E.M.P. (A.S.T.M.) methods; add 3° F. to convert 
Bright stocks, 160 vis. at 210. No. 8 color: } I etrolatu ms — A.m.p.) 
0 to 10 p.p........ 17.75 17.75 | WESTERN PENNA. (In bbls., carloads; in tank | P#lly refined: 
4 to 2 ae Sere 16.75 = 75 | cars, 0.5c less | oe eee : ' aS : 45 
to 16.25 6.25 air ae : aaa egal aT a. | See + 55 
E Biltered Cyl. Stock: 14-50 14.50 | PAY Whites. 220 $433. 333 Sitas- $33 | 12t-128 105 wh 83 
To obtain prices delivered in Chicago, add 0.25c | Cream White........ 4.125- 4.25 4.125- 4.25 ore aee meee a nes +4 eee 35 
a * — Amber.........  2.625- 2.75 2.625- 2.75 135-137... ee 10 #*6 10 
a) Nominal. je reer 2.375- 2.50 2.375- 2.50 DILSE. coc esevees 
(b) Only one refiner quoting. ee 200 - 2.25 2.00 —- 2.25 **Same prices quoted in bags or slabs loose. 





MID-WESTERN TANK CAR MARKET | 


Prices are those made by Chicago sellers. on Group 3 (Oklahoma) freight basis, although shipments may originate in other South-western or Mid-western refining districts 


























' a . _— , = 
Gasoline Fuel and Gas Oils Prices Effective Mar. It Mar. 7 
Prices Effective Mar. It Mar. 7 Prices Effective Mar. If Mar. 7 ee Caer 
U. S. Motor: (Octane Test L-3 Domestic: Wa @ ...... ; . $0.525-$0.60 $0.525-$0.60 
9 or > , 2- Fs ae 2.625 $00 3. S< how 
62 oct. and below... 4 00 1.125 4 00 4.125 | No.1 pw. ; BTS- 4.125 4.00 1125 U. G. I. gas oil. ) » > 
Sn ce oa '.25 150 4.25 —- 4.625 | Na } vot 1 00 3°87 4 00 
67-69 oct.......... $.625- 4.75  4.625- 4.75 No 2 straw ae B75 3°75 — 3.875 
70-72 oct 1.625-— 5.00 4.625- 5.00 } o. < straw..... pps a. Sid ee mh 
INO. S GRRE ci6c cue . 250 $.75 3$.50-—$.75 - 
No. 3..... "S 3'50- 3:75 3.50 - 3.75 Naphtha and Solvent 
Yt a : $1.05 -$L.10 $1.05 -$1.10 
ING: Gacecas $0.80 -$0.85 $0.80 -—$0.85 " - © one 
K _: ed oil 1 00 195 ni 00 t 4 Stoddard solvent..... » B75 >. 875 
erosine = ; Cleaners’ naphtha... 6 375 6.375 
. , Pp F 875 75 
41-43 w.w............ $.125- 4.25 4.125- 4.25 Industrial an 3 87 ie 
»- = y= —_ Mineral spirits. .... 5. 375 >. 375 
42-44 w.w. ; £25 $375 4.25 4.375 No. 4. ..:. . $0.95 -$1.10 $0.95 -$L.10 | Rubber solvent..... 6.375 6.375 
(b) One se iw: quoting. | ee eee $0.75 -$0.85 $0.75 -$0.85 | Lacquer diluent I75 7.375 
| DAILY GASOLINE PRICES 
Daily range of gasoline prices as reported in PLATT’S OILGRAM (Week Ended Mar. 11, 1938 
U.S. Motor, (Octane Number determined according to L-3 Method 
| in Okla., Texas and Mid-Western Districts): March 7 March 8 March 9 March 10 March II 
62 octane and below: 
CONNINNIINY 0.3.06 bac ceeiasesy Cece Wound 4.00 $.25 £00 £.25 £.00 +.25 +.00 4.25 1.00 4.25 
PINGPUE TORMBs bcc ee ccccces Mer eer ere rte $.50 4.87 t4.50 4.875 t4.50 1.875 f4.50 1.875 f4.50 4.875 
WN NC ina. ks oe waieanes } ee ee £.50 4.62 150 t.62 1.50 4.625 1.50 1.625 1.50 4.625 
Mid-Western ( (Group 3 basis) .. 4.00 4.125 1.00 $.125 t.00 4.125 £00 $.125 4.00 4.125 | 
63-66 octane: | 
CUNNING aso cs a.ae cscs 1.3 4.50 $.375- 4.50 4.375- 4.50 1.375- 4.50 4.375- 4.50 | 
I i aw ae 5.00 9.379 >. 00 &. 375 >. 00 >. 375 5.00 >. 375 5.00 5.375 
} WOME SOMME. vcac ics aes 5.00 B. 22 3.00 5.125 >. 00 >. 125 5.00 5.125 5.00 5.125 
ye Western (Group 3 basis) . 4.25 4.625 £.25 $.625 £.25 4.625 4.25 £50 $.2 $50 
7-69 octane: ; oe _ Zs e = : y 
| ys egy 4.625- 4.875 4.625- 4.875 4.625- 4.875 4.625- 4.875 1.625- 4.875 
| AO er >. 375 >. 7d '>.a¢0 5.75 vc. wee b. 2o 15.375 ,~ to 15.375- 5.75 
West Texas.. Date >. 50 5.375- 5.50 >». 375- 5.50 5.375 >. 50 >». 375- 5.50 
Mid-Western (Group 3 basis’ paeeee 4.625- 4.75 4.625- 4.75 4.625- 4.75 1.625- 4.75 4.625- 4.75 
70-72 octane: 
INS a wd cineie oisraro 1.875 125 t.875- 5.125 £.875- 5.125 >. 00 >. 125 >. 00 >. 125 
a i re t5.625- 6.00 t5.625- 6.90 15.625- 6.00 ».625- 6.00 15.625- 6.00 
i Se eer ee eee >.73 9.875 9.7% 9.875 ». 79 ». B75 D. oe >». 875 Saan 9.875 
Mid-Western (Group 3 basis)... . £.625- 5.00 £.625- 5.00 $.625- 35.00 4.625 00 £.625- 5.00 
Motor Gasoline, 60-64 oct. 
ew York harbor........ Gara e aioe 6.50 f6.50 16.50 (6.50 16.50 
Philadelphia district... .......00. ; ‘ 6.75 6.75 16.75 16.75 6.75 
Baltimore district............ b's 6.75 6.75 6.75 16.75 16.75 
Motor Gasoline, 65 oct. & above: 
ew York harbor......... . 6.75 6.75 6.75 6.75 6.75 
P hiladelphia district... ... an ; ; 6.75 6.75 16.75 6.75 6.75 
Baltimore district............ 6.75 7.00 6.75 7.00 6.75 7.00 6.75 7.00 t6.75 7.00 
. S. Motor, 58-62°: 
Bradferd- Warren (Western Penna.) .. pik » OO >. 123 ». OO 5.125 >. 00 >. 125 » 00 125 ». 00 >. 125 
Other districts (Western Penna.).... 1.75 1.875 1.75 t. 875 Sta $875 1.75 1.875 t.7 1.875 
Motor Gasoline.Min . 65 oct.: | 
Bradford-Warren (Western Penna.)........ ‘ ‘ 6.50 00 6.50 7.00 6.50 7.00 6.50 7.00 6.50 7.00 
Other districts (Western Penna.)...... P are 6.12 6 25 6.125- 6.25 6.125-— 6.25 6.125- 6.25 6.125- 6.25 


*For shipment to Texas and New Mexico destinations; Group 3 prices are quoted on northern shipment 
tNominal 
tOnly one refiner quoting. 
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TANK WAGON MARKETS 


Tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes; they do, however, include inspection fees as shown in generat footnole. Gasoline tazes, 
shown in separate column, include 1c federal, and state tazes; also city and county taxes as indicated in footnotes. Kerosine tank wagon prices include taxes, where levied, as 
indicated in footnotes. Discounts to various classes of buyers also are shown in footnotes. These prices in effect Mar. 14, 1938, as posted by principal marketing companies at 


their headquarters offices, bul subject to later correction. 








S. O. New Jersey 


Essolene 
(Regular Grade) 
Consumer Gaso- Kero- 

Tank Dealer line sine 

Car T.W. Taxes T.W. 
Atlantic City, N.J.... 7.25 8.75 4 8.5 
Newark, N.3.:........ 7.25 8.75 4 8.5 
Annapolis, Md........ 8.35 9.85 5 9.8 
Baltimore, Md........ 7.49 9.25 5 9 
Cumberland, Md...... 9.15 11.65 5 10 
Washington, D.C..... 8 9.5 3 9.5 
Danville, Va.......... 8.45 10.95 6 12.9 
US Se ea 7.25 9.75 6 2.5 
Petersburg, Va........ 7.35 10.05 6 | ey 
Richmond, Va........ 7.55 05 6 41:7 
Roanoke, Va......... 8.75 11.25 6 12.9 
Charleston, W. Va.... 8.55 11.05 6 12.6 
Parkersburg, W. Va... 7.85 9.35 6 11.2 
Wheeling, W. Va...... 8.85 20.25 6 13.3 
Charlotte, N.C....... 9.15 11.65 7 12.6 
ee A & ea 9.65 12.15 7 13 
SC, a 9.45 11.95 7 12.8 
Raleigh, N. C......... 8.75 1.25 67 2:3 
Salisbury, N.C....... 9.25 42.95 7 i237 
Charleston, S. C...... 7.75 10.25 7 124.1 
Columbia, 8S. C....... S.75 29.25 7 32.3 
Spartanburg, S. C..... 9.45 11.95 7 12.9 


Discount to undivided dealers: Dealer t.w. price 
less 0.5c per gal. 


Price basis to cial con s: To contract 
accounts, Sag ena at least one full compartment 
at a time by hose connection: Effective March 12, 
1937, in New Jersey, and March 8 in Maryland, 
District of Columbia, and in Arlington and Fairfax 
Counties in Virginia, on yearly purchases: from 
2,500 to 100,000 gals., consumer t.w. price at time 
and place of delivery; 100,000 gals. per year consumer 
tank car price, plus 0.5c per gal. Generally consumer 
t.w. price in foregoing states is equivalent of dealer 
t.w. price, less 0.5c per gal. 

Effective May 15, 1937, on Essolene and Esso 
(by tank wagon) in North and South Carolina, 
West Virginia and Virginia (except Arlington and 
Fairfax Counties, which see above), commercial 
consumers taking deliveries of 50 gals. (West Va. 
100 gals.) or more at one time will be billed at the 
posted consumer t.w. price. Deliveries less than 50 
gals. (West Va. 100 gals.) will be billed at 4c per 
gal. over posted consumer t.w. price. bate 
posted consumer t.w. price will be equivalent to the 
dealer price less 0.5c per gal. 

Kerosine Discount: lc off t.w. price for 25 gals., 
or more, under contract thru territory (Baltimore 
City contract not necessary) except no discount in 
state of New Jersey. 





Socony-Vacuum Oil Co., 
Inc. 


(S. O. New York Division) 


Socony Mobilgas 
(Regular Grade) 
Con- “Split” 


sumer Deal- Gaso- Kero- 
Tank’ er line sine 
Car T.W. Taxes T.W. 
Metropolitan N. Y. City: 
Boroughs of Man- 
hattan, Bronx and 
Brooklyn (Kings and 
a 7.8 9.5 *5 8.75 
Borough of Rich- 
mond (Staten Is.)... 7.5 95 *5 8.75 
= eee 3 3 9.5 5 9 
Binghamton, N. Y.... 8.7 10.3 5 ) 
aaa 8.54 9.5 5 7.5 
Jamestown, N. Y.... 7.78 10.8 5 8.25 
Plattsburg, N. Y...... 7.9 10.4 5 9.5 
x ester, , 8.17 10 5 8.5 
Syracuse, N. Y....... 8.12 9.5 5 9 
Danbury, Conn....... 73 9.8 4 9 
Hartford, Conn....... 7.6 9.6 4 8. 
New Haven, Cona.... 7.5 9.5 4 8 
Bangor, Me.......... 8.2 9.8 5 9.5 
Portland, Me......... es 9.5 5 8.75 
Boston, Mass........ 7.5 9 4 8.5 
Conoord, N. H........ 8.2 10.5 5 9.5 
Lancaster, N. H...... 9.1 a3.5 S 10.35 
Manchester, N. H..... 8 10 5 9 
Providence, R. I... ... 7.6 9.3 4 8.5 
Burlington, Vt....... 7.9 9.9 5 9.5 
PN, Whisnsee< cas 8.2 10.2 5 9 
*Plus 2% city sales tax computed at time of 
each sale. 


Discount lo undivided dealers: 0.5c less than “split” 
dealer t.w. 











Price basis to commercial consumers: Effective 
about Nov. 15, 1936 in New York and New England 
for tank wagon delivery: monthly purchases of 25,000 
gals. or over, pay consumer tank car price at point 
of delivery, plus 0.5c gal.; monthly purchases of 
5,000 to 25,000 gals., pay undivided dealer tank 
wagon price at point of delivery; monthly purchases 
of less than 5,000 gals., pay divided dealer tank 
wagon price at point of delivery. Private consumers 
pay undivided dealer tank wagon price at point of 
delivery, plus 2c gal. 


Atlantic Refining 


Atlantic White Flash 
Gasoline 


(Regular Grade) 


cial Gaso- Kero- 
Tank Dealer line sine 
tar T.W. S.S. Taxes T.W. 
Philadelphia, Pa.... 7.25 8.75 12 5S 10:5 
Pittsburgh......... 8 10 15 5 ll 
Allentown......... 7.% 9.25 = Ss 2% 
ee 5. = 5 10 
Scranton........... 8 5.5 3 Ss on 
Ser 8 10 +s Ss - Tk 
Harrisburg......... 75° 9 % 5S Fi 
Williamsport....... 8 10 +s 5 ti 
J | ee Note 9 * 2 ll 
Wilmington........ 9 ** > ll 
Boston, Mass...... 9 bed 4 8.5 
Springfield, Mass. . . o5 4 8.5 
orcester, Mass... . 10.3 beded 4 9 
Fall River, Mass... . $8.5 4 8.5 
Hartford, Conn..... 5.6 °o 4 8 
New Haven, Conn.. 9.5 ** 4 8 
Providence, R. I... . 5. = 4 8.5 
Atlantic City, N. J.. 8.75 ** 4 8.5 
Camden, N. J...... S75 > 4 8.5 
Trenton, N. J....... 8.73 * 4 8.5 
Annapolis, Md..... 9.385 ** 5 %.5 
Baltimore, Md..... 9.23 5 9 
Hagerstown, Md.... 10.35 5 10 
Richmond, Va...... 10.05 ** 6 11.7 
Wilmington, oe 10.35 ** 7 it.e 
Brunswick, Ga..... ... 10 ** 7 *13 
Jacksonville, Fla.... ... 9.5 ** 8 10 


*Georgia has kerosine tax of lc per gal., not in- 
cluded in above price. 

**Atlantic Refining transferred stations te dealers; 
no prices available. 

Discount to undivided dealers: Dealer ¢.w. less 
0.5c per gal. 

Price basis lo cial s: in Penna. and 
Delaware, effective Mar. 11, 1937, on yearly gasoline 
purchases to contract accounts taking full compart- 
ment hose deliveries, using 100,000 gals. or more 
per year, tank car price plus 0.5¢ gal.; consumers 
taking less than 100,000 gals., undivided dealer price. 
Consumers under contract and not under contract, 
taking less than full compartment delivery, and 
consumers not under contract taking full compart- 
ment delivery, get divided dealer price. Consumers 
taking less than 25 gals., t.w. delivery, get 4c above 
undivided dealer price. 

Discount on kerosine: Effective Oct. 29, 1936, in 
Pennsylvania and Delaware, 2c per gal. off t.w. price 
on t.w. deliveries of 25 gals. or more at one time. 





S. O. Ohio 


Sohio X-70 Gasoline 
(Regular Grade) 
Con- tDiv- Gaso- Kero- 
sumer ided line sine 
T.W. Dir. Taxes T.W. 
Ohio State-wide...... 11 10 S 3 
Counties where prices are below statewide: 
Columbiana, Defianee and Pickaway 
ree ine ac-6 area eee 9.5 
Franklin, Knox and 
Paulding......... 10 9 5 
Renown Gasoline 
(Third Grade) 
Ohio State-wide. ..... 10.5 9.5 5 
Counties where prices are below statewide: 
Columbiana, Defiance and Pickaway 
alecaialaioen 10 5 
Franklin, Knox and 
Paulding......... 9.5 8.5 7 
Counties where prices are above statewide: 
Butler, Clermont, Darke, Greene, Hamilton, 
Miami, Montgomery, — and Warren: 
eee es kia eee ll 0 5 











S. O. Ohio Cont’d 


Kerosine Prices 


(Off Statewide Level) 
Kerosine prices are off statewide level in the fol- 
lowing counties: 
Allen, Auglaize, Champaign, Columbiana, Darke, 
Geauga, Greene, Hardin, Logan, Mahoning, Mercer, 


Preble, Putnam, Shelby, Trumbull, Union, Van 
oe eer rrrorocc. 72.5 
RNIN Gc udieis cases ures es ani secucese « 333 

pO RES ar Pee er ee er *11.5 


Fayette, Licking, Madison, Pickaway, Portage and 
| Sey reer ree rn *9.5 


tThis price also to authorized agents, exclusive 
of 0.5c rental. Discount to undivided dealers: 0.5c 
less than divided dealer t.w. 


*Kerosine prices inelude Ic state tax. 


Commercial Tank Wagon Q.D.A. to contract accounts: 
Effective Oct. 20, 1937, thru Ohio (except in 30 
counties), on monthly purchases, posted con- 
sumer t.w. price: 0 to 999 gals., 0.5c; 1,000 to 19,999 
gals., 1.5c; 20,000 gals. and over, 2.5c. The 30 
counties where Q.D.A. differs from statewide are: 
Allen, Ashtabula, Auglaize, Butler, Champaign, Darke, 
Defiance, Erie, Fulton, uga, Hamilton, Hardin, 
Henry, Logan, Lorain, Lucas, Mahoning, Mercer, 
Ottawa, Paulding, Putnam, Sandusky, Scioto, 
Shelby, Trumbull, Union, Van Wert, Washington, 
Williams and Wood 


Sales tar: Ohio’s 3% sales tax, effective Jan. 27, 
1935, is added “where assessable, to regular posted 
prices,” S. O. Ohio says. 


On kerosine, prices to resellers and commercial 
consumers are posted generally at 3c per gal. below 
consumer t.w. price in any quantity, when such 
prices are on statewide level. 


S. O. Kentucky 


Crown Gasoline 


(Regular Grade) 


Con- Gaso- Kero- 

sumer Net line sine 

T.W. Die. Taxes T.W. 
Covington, Ky....... 12.5 10.5 6 Il 
Lexington, Ky........ 13.5 10.5 6 11 
Louisville, Ky........ 13 10 6 10.5 
Paducah, Ky......... 13 10 6 10 
Jackson, Miss........ 12.5 9.5 7 
Vicksburg, Miss...... 3.5 9.5 7 3 
Birmingham, Ala..... 13 10 *8 12 
Mobile, Ala.......... 10 7 *9 11 
Montgomery, Ala..... 13 10 *9 *13 
Atlante, Ge... cccece 14 ll 7 14 
Augnsta, Ga......... 14 1 7 %14 
BEBOOR, GR. 000500550 14 11 7 *14.5 
Savannah, Ga........ 13.5 9.5 1 3 
Jacksonville, Fla...... 13.5 9.5 8 ll 
MER, ERs 6 6s 000 12.5 9.5 8 73.5 
Pensacola, Fla........ 13 10 *9 12 
RONG; FUR. 65 5005505: 12.5 9.5 8 10.5 


Kyso Gasoline 


(Third Grade) 


Covington, Ky....... 10.5 8 6 
Lexington, Ky........ 11.5 9 6 
Louisville, Ky........ ll 8.5 6 
Jackson, Miss........ i 8.5 7 
Vicksburg, Miss...... 11 8.5 7 
Birmingham, Ala..... ll 8.5 *8 
eS OS “SRR 8 5.5 *9 
Montgomery, Ala..... 10.5 8 *9 
Atiemte, GR. .0 06.5000 12 9.5 7 
Augusta, Ga......... 12 9.5 7 
a ee 12 9.5 7 
Savannah, Ga........ 10.5 8 7 
Pensacola, Fla........ ll 8.5 %9 


Discounts to all tank wagon consumers: Effective 
Jan. 4, 1987, thru territory, on Crown gasoline, 3c 

xr gal. below consumer t.w. price; on Kyso, 2.5c 
tg regardless of quantity purchased, per month, 

Discounts on kerosine: Prices in Kentucky are net, 
but in other states subject to 2c discount. 


*Tazes: In the tax column is included these city 
and county gasoline taxes at the following peints: 
Mobile, 2c city; Birmingham, le city; Montgomery, 
le city and le county; Pensacola, lc city. Georgia 
and Misaiasippi kerosine prices include lc state tax. 
Montgomery kerosine price includes lc city tax. 




















Above prices include these inspection fees on both gasoline and kerosine, per gallon, figured on basis of 50 gallons per barrel: 
Alabama, 1/40c on gasoline, 1 /2c on kerosine; Arkansas, 1 /3c per gal. in a single barrel. 1 /20c per gal. in bulk; Florida, 1 /8c; IMinois, 3 /100c; Indiana, 1 /5¢ 


in lots up to 25 bbls.; 2 /25c per gal. in lots ef 25 bbls. or more; Kansas, 1 /50c, (3/50c can be charged to meet ins 
sota, 1 /25c; Missouri, 3/100c; Nebraska, 3/100c; Nevada, gasoline. 1 /20c; North Carolina, 1 /4c; North Dakota, 1 


bbis.. 1 /Sc in lots less than 50 bbls.; South Carolina, 1 /8c; South Dakota, 1/10c; Tennessee, 2 /Sc; and Wisconsin, 1 


Kerosine inspection fee only: Iowa, 3 /350c; Michigan, 1 /Sc per gal. 





in 
ion department expenses); Louisiana, 1 /32c; Minane- 
than 50 


/20c; Oklahoma, 2 /25c per gal. in lots of more 


/23c. 












































Above gasoline prices do not include t 








axes (see general note at top of page) 
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TANK WAGON MARKETS 


Tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes; they do, however, include inspection fees as shown in general fooinole. Gasoline tazes, 
shown in separate column, include le federal, and state tazes; also city and county fares as indicated in footnotes. Kerosine tank wagon prices include taxes, where levied, as 
indicated in footnotes. Discounts to various classes of buyers also are shown in footnotes. These prices in effect Mar. 14, 1938, as posted by principal marketing companies at 


their headquarters offices, bul subject to later correction. 











S. O. Indiana 


Red Crown (Regular Grade) 

Stanolind (Third Grade) 

Red Dealer Prices 
Crown ————~Gaso- Kero- 
Cons. Red Stano- line sine 
T.W. Crown lind Taxes T.W. 
Chicago, Ill......... 
Decatur, Ill........ 
rae 
| ee 
oS eee 
Indianapolis, Ind. . . 
Evansville, Ind 


i_ 


Saginaw, Mich..... 
Green Bay, Wis.... 
Milwaukee, Wis. .. . 


_ 
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a 
S e e . . 
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MONA AN RWW ND NAN ORR RON awe 


dl eh el eee 
ee re eS ee eS SS ee ee ee tt 
OMAN Rte nd NUT MOI Om wits 
= 
> 
baad ° e ° 
DAocaneom cw ~30 btotets 


needs essa enunTnnnineeennnerede 
_ 
So 


La Crosse, Wis. .... a 10 
Minneapolis-St. Paul 10.2 10 
Duluth, Minn...... 10.5 1 10 
Mankato, Minn.... 10.2 

Des Moines, Ia... .. 9.6 *11 
Sioux City, Ia...... 9.8 *13.2 
Davenport, Ia...... 9.8 *13.2 
Mason City, Ia..... 9.9 *13.3 
St. Louis, Mo...... 9.4 9.8 
Kansas City, Mo... 10 9.1 9.5 
St. Joseph, Mo..... 0 9.1 9.5 
Perges Te. Bosc. oc es 53. 1s ame S 11.6 
Minot, N. D........ 33 12.4 11. 12.8 
Huron, S. D........ i. 10.6 10. ll 
Wichita, Kans...... 1@.3 Ff 6 4 7 


*Taxes: in the tax column is included these city 
and state gasoline taxes at following points: Kansas 
City, St. Joseph and St. Louis, le city tax. State 
Kerosine taxes: Indiana, 4c; Iowa, 3c, all included 
in above prices. 

Discount to commercial consumers: Effective Jan. 1, 
1935, thru territory, except Michigan effective Feb. 1, 
on purchases per month, discount off t.w. prices; all 
gasolines, 25 to 1,000 gals., at t.w. price; 1,000 gals., 
or more, 1.5c off t.w. on Ethyl and Red Crown, and 
le on Stanolind (latter effective June 9, 1937). 
Minimum delivery is 25 gals. 


S. O. Nebraska 


Standard Red Crown Gasoline 
(Regular Grade) 
Gaso- Kero- 
line sine 


r.W. Dealer Taxes T.W. 
Omaha, Neb......... RE.T 10.2 6 10.5 
oD are 11.5 9 6 10 
ee 12.1 10.6 6 10 
North Platte......... 12.5 ll 6 11.3 
a _ 13.2 10 6 12 


Discounts to commercial consumers: for tank wagon 
deliveries covered only by Standard Commercial 
Consumer Contract, effective January 1, 1935. 


S. O. Louisiana 


Essolene 
(Regular Grade) 
Consumer Gaso- Kero- 


Tank Dealer line sine 
Car T.W. Taxes T.W. 


Little Rock, Ark...... 7:3 9.75 7.5 3.5 
Alexandria, La....... 7 9.5 8 *10.5 
Baton Rouge, La..... 6.5 9 8 *12 
New Orleans, La...... 6.5 9 *10 *12 
Lake Charles, La..... 7.8 10 8 *12.5 
Shreveport, La....... 6 8.5 8 5 
Lafayette, La........ 7.38 10 S 8.5 
pt ee ee 9.75 ll 8 14.5 
Chattanooga, Tenn... 9 11.5 8 13.5 
Knoxville, Tenn...... 9.5 12 8 14 
Memphis, Tenn...... 7.5 10 8 12 
Nashville, Tenn...... 8.5 ll 8 11.5 


*New Orleans gasoiine tax includes 7c state, lc 
federal, and 2c parish tax. Louisiana kerosine prices 
include Ic state tax; in addition New Orleans has lc 
parish tax. 

Price basis to dealers: Undivided dealers get 
dealer price, less 0.5c. 

Price basis to cial con s: Effective 
May 15, 1937, thru territory; commercial consumers 
taking 56 gals. or more at one time will be billed at 
posted consumer t.w. price; those taking less than 
50 gals. at one time will be billed at 4c per gal. over 
posted consumer t.w. price. Generally, the posted 
consumer t.w. price will be equivalent to the dealer 
price less 0.5c per gal. 


Humble Oil & Refining Co. 


Humble Motor Fuel 
(Regular Grade) 
Gaso- Kero- 
line sine 





*T.W. S.S Taxes T.W. 
ee 9 13 3 8 
BOs WOT: BOR sccccce 9 13 3 8 
Rhowston, Tek... ..... 9.5 13.5 5 8 
San Antonio, Tex..... 8.5 12.5 5 8 











U.S. Motor Gasoline 
(Third Grade) 


Dalton; Tes... 6. cies 7 10 5 
ee 10 5 
Houston, Tex........ 8.5 11.5 5 
San Antonio, Tex. 7.5 10.5 5 


*Price is t.w. price to all classes of dealers and 
consumers. 

Price basis to “open” dealers: discount eff posted 
retail price: when posted retail price, including all 
taxes on Esse motor fuel is: 19.lc per gal. and above, 
discount is 3.5c; 19c to 18.1c, 3c, and 18¢ and below, 
2.5c. Humble motor fuel, 17.1c and above, 3.5c; 17 
to 16.lc, 3c; and 16c and below, 2.5c; U. S. motor 
fuel, 15.le and above, 2.5c; 15 to 14.1c, 2c; and 14c 
and below, 1.5c. 


Continental Oil 
Conoco Bronze (Regular Grade) 
Demand (Third Grade) 


—Dealer Prices— Gaso- Kero- 
Conoco De- line’ sine 


Bronze mand Taxes T.W. 
Denver, Colo......... 9 8 5 11.5 
Grand Junc., Colo. ...14 13 5 15 
Pueblo, Colo......... 8 7 5 10.5 
ae 12 ll 5 11.5 
Cheyenne, Wyo...... ll 7 5 13 
Billings, Mont........13.5 12 6 15.5 
Butte, Mont........ 13.5 10.5 6 15.5 
Great Falls, Mont... .13.5 12.5 6 15.5 
Helena, Mont........ 13.5 12.5 6 15.5 
Salt Lake City, Utah..14.5 11.5 5 16 
eS eae 15.5 13.5 6 18 
Twin Falls, Ida.......15 14 6 18 
Albuquerque, N. M...11 10 16.5 12 
Roswell, N. | eee ll 8.5 46.5 10.5 
Santa Fe, N. M...... 12 9.5 *7 12 
Muskogee, Okla...... 9.5 8 5 7 
Oklahoma City, Okla.. 9 6 S 8 
Qo eee 9 6 5 6 
Ft. Smith, Ark....... 9.25 8.5 5 8 
Little Rock, Ark...... 9.75 7.625 7.8 9.5 
Texarkana, Ark...... 9 6 5 8.5 


tInecludes city tax of 0.5c. 
*Includes le city tax. 


S. O. California 


Standard Gasoline 
(Regular Grade) 
Gaso- Kero- 
line’ sine 


T.W. S.S. Taxes T.W. 

San Francisco, Cal....13.5 14.5 4 11.5 
Los Angeles, Cal...... 13 14 4 10 

o>: eee 14.5 15.5 4 12.5 
Phoenix, Ariz........15 16 6 t17 
ee eee 15 16 5 13 

Portland, Ore........ 14 15 6 13.5 

Seattle, Wash........ 14 15 6 13.5 
Spokane, Wash....... 16.5 17.5 6 16 

acoma, Wash....... 14 15 6 13.5 


Flight Gasoline 
(Third Grade) 


San Francisco, Cal... .12 13 4 
Los Angeles, Cal...... 11.5 12.5 4 
i ee 13 14 4 
SS, eee 13.5 14.5 5 
Phooniz, Arig........13.5 14.5 6 
Portland, Ore........12.5 13.5 6 
a ee > oe 13.5 6 
Spokane, Wash....... 15 16 6 
acoma, Wash....... 2.5 13.5 6 


tIncludes 5c state tax. 

Discount to dealers: on gasoline, off t.w. price on 
Standard Ethyl and Standard Gasoline, to 100% 
dealers, 3c; to split dealers, 2c; on Flight gasoline, 
both 100% and split dealers, 2c. 

On Stanavo Aviation Gasoline, to all classes of 
dealers, 3c off t.w. 

To commercial consumers: off tank wagon price: 
on single deliveries of 40 gallons and over. Stan- 
avo Aviation, Standard Ethyl and Standard Gas- 
olines, 3c. Flight Gasoline, 2c per gallon. Tank 
wagon delivery, less than 40 gals., lc per gal. above 
posted t.w. price. On kerosine 3c off t.w. price; plant 
deliveries to jobbers, 2.5c below t.w. 


Canada 
PRICES OF IMPERIAL OIL LTD. 
Per Imperial Gallon, which is 1.2 U.S. Gallons 


3-Star Imperial Gasoline 
(Regular Grade) 


Kero- 
Gasoline sine 
T.W. Taxes T.W. 
Hauailton, Ont.......16 6 7 
Toronto, Ont......... 16 6 17 
Brandon, Man........21.1 7 22.3 
Winnipeg, Man.......20.5 7 20.7 
Regina, Sask......... 20 7 22 
Saskatoon, Sask......22.8 7 24.8 
Edmonton, Alta...... 19.5 7 21.5 
Calgary, Alta........ 17 7 19 
Vancouver, B. C...... 16 Ys 93 
Montreal, Que....... 15 6 7.5 
St Jone, N. B......+-86 8 18.5 
PE, DNs Dec éscaes 16 8 18.5 

















Discounts to undivided dealers, lc eff t.w. price. 
except Maritime Provinces where undivided dealers 
pay t.w. price. Divided dealers pay t.w. price, thru 
territory. 


Aviation Gasoline 


Following are tank car and/or tank 
wagon prices, as indicated, of aviation 
gasoline in principal marketing territories 
(Stanavo Aviation Gasoline in all terri- 


tories except where otherwise noted). 
Ss. O. NEW JERSEY 
*Ethyl Tank 
"ace Car Taw 
Bayonne, N.J.......... 19.5 9.5 12.5 
pS | eee 10 13 
Washington, D.C....... nen ae 13.5 
a ee abate as 14. 7 
Greensboro, N. C....... as ae 15.7 
ee arare caas 17.6 
Charleston, W. Va...... dasa ines 2.3 
*This is Stanavo Ethyl Aviation Gasoline, 100 
octane number, tank car price. 
COLONIAL BEACON OIL CO. 
r.wW. 
> Seer scree 12.8 
TE Nicndccvendeuvedcudsctisenwes 14.5 
Pe IR io cccccanecdccswawsencuecens 15 
Ss. O. PENNSYLVANIA 
Piiiiadelobia. Pa... ccccccccccccces seen SG 
pS errr rere eaey “ee 
S. O. LOUISIANA 
pn) errr rr. 13.3 
TING BOiiib indices acexdtcnccertaenens 13.6 


Prices in above four territories are on a 74 octane 
grade aviation gasoline except where otherwise 
noted. An 80 octane product generally brings 0.5¢ 
premium and an 87 octane product, 1.5c premium 
over the 74 octane grade. rae 

Noie: S.s. prices in above four territories are gen- 
erally 6c over t.w. prices. Above t.w. prices are net, 
with no discounts allowed for quantity purchases. 
T.w. prices are generally tank car price, plus freight, 
plus 2.5c per gal. 


Ss. O. OHIO 
Thru Ohio 
Stanavo Ethyl Aviation 


Consumer Gasoline 
T.W. Taxes 
torres a 5 
SO GOtRMS. ... cccccsces 16.5 5 
ST GOUMB ac o ccccceses 17.5 5 


Discounts: For delivery on contract to hangar 
operators and resellers: 2c below consumer posted 
t.w. price, shown above. 


S. O. INDIANA 
Stanavo Ethyl Aviation Gasoline, 
73 Octane Number 


Chicago, | ee ee 14.6 4 
Detroit, Mich........ 16.1 4 
Milwaukee, Wis...... 14.8 5 
Minneapolis, Minn... .15 5 
St. Louis, Mo........ 14.2 3 
Kansas City, Mo...... 13.9 *4 
OS 16 4 
Wee Gh Bic c cence 15.4 5 


*Inchudes lc city tax. 


HUMBLE OIL & REFINING CO. 
Tank Car 
Baytown, Tex 8.5 


CONTINENTAL OIL CO. 
Conoco Special Gasoline 


Gaseline 
Dealer Taxes 
Denver, Colo......... 14.5 5 
Cheyenne, Wyo......15 5 
Helena, Mont........ 16.5 6 
Salt Lake City, Utah..17.5 S 
Albuquerque, N. M...14 *6.5 


*Includes city tax of 0.5c. 


S. O. CALIFORNIA 


T.W. 
Phoenix, Ariz. .......17 6 
Los Angeles, Cal...... 15 4 
San Francisco, Cal... .15.5 4 
oe) eee 17 5 
Portland, Ore........ 16 6 
Seattle, Wash........ 16 6 
Spokane, Wash....... 18.5 C) 


Note: For discounts, etc., see note under Standard 
and Flight gasoline above. 








Above gasoline prices do not include taxes (see general note at top of page) 
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TANK WAGON MARKETS 


Tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes; they do, however, include inspection fees as shown in general footnote. Gasoline taxes, 


shown in separate column, include lc federal, and stale taxes; also city and county tazes as indicated in footnotes. Kerosine tank 


wagon prices include tares, where levied, as 


indicated in footnotes. Discounts to various classes of buyers also are shown in footnotes These prices in effect Mar. 14, 1938, as posted by principal marketing companies at 


their headquarters offices, but subject to later correction. 











Naphtha (In Tank Wagon) 


Ss. O. NEW JERSEY 
Posted Tank Wagon Prices 


Mineral 
Spirits V.M.&P. 
ae 11.5 18.5 
eS | eee 15.5 oe 
Washington, D. C........... 15 . 


Discounts: Buyers taking following quantities, 
at one time, get these discounts: Newark, 2c per gal. 
on 200 gals. or more; less than 200 gals., 0.5¢ higher 
price. Baltimore 2c off on 25 to 100 gals. and 3c on 
over 100 gals. Washington, 2c off to contract buyers. 


SOCONY-VACUUM OIL Co. 


USES eas ee 13 14 
ae E” <r eeee 9.5 11.35 
Rochester, N. Y..........-- 13 15 
SS, SS eee 14 15 
ee eee eee 13.5 14 
Bridgeport, Conn........... i.e 14 
Hartford, Conn........... : 12 13.5 
Providence, R.I............ 13.5 14.5 
ATLANTIC REFINING CO. 
Philadelphia, Pa..........-. 11.5 12.5 
BONNET, POs cocci scccecce 13 14 
ot yn 12.5 14.5 


Note: Prices for Mineral Spirits also apply to 
Stoddard Solvent; and prices for V.M.&P. Naphtha 
apply also to Light Cleaners Naphtha. 


Ss. O. OHIO 
S.R. V.M.&P. 
Solvent Naphtha 


i 12.5 13.5 


Note: V.M.&P. Naphtha prices also apply on Dry 
Cleaners naphtha ie special Varnolene; Varnolene 
and Sohio Solvent 0.5c below these prices. Dis- 
counts to contract consumers, off t.w. price: 300 
to 999 gals., 0.5c; 1,000 to 2,499 gals., 0.75c; 2,500 to 
4,999 pals., lc; 5,000 or more gals., 1.5c. 


S. O. INDIANA 


(Prices include state and federal tazes) 


Oleum V.M.&P. 

Spirits Naphtha Stanisol 
Chtomna, FM. .w.ocsccces 15.9 16.2 15.6 
Detroit, Mich......... 19.3 18.3 19.4 
Kansas City, Mo...... 14.4 15.4 14.4 
Bt, BANG, BBO. x sccccss 26.7 a 14.6 
Milwaukee, Wis....... 19.3 20.3 19.3 
Minneapolis, Minn.... 19.5 20.5 18.1 


Nolte: Prices for V. M. & P. apply also to Light 
Cleaners Naphtha. All prices, with exception of 
Missouri points, include state tax. Prices shown are 
base prices, before discounts. 


Naphtha (In Tank Cars) 


In Tank Cars (F. o. b. refinery or seaboard terminal 
except Ohio, delivered price.) 


V.M.&P. 

Naphtha’ Solvent 
TEE 10.5 9.5 
New York Harbor........... 10 9 
Philadelphia district......... 10.5 9 
ER ES 10.5 9.5 
POND, 5.55 Visine ss 0a es 10.5 9.5 
Ohio points, delivered........ 8.875 *8 


*This is on rubber solvent. 

Note: In Ohio, prices on D.C. naphtha and special 
Varnolene are same as V :P.; on Varnolene and 
Sohio Solvent, prices are 0.5c less than on V.M.&P. 





Latest Changes 


From Mar. 8 to Mar. 14 inclusive. 
Dates and amounts of changes shown. 
See table for full current prices. 


Continental Oil—Conoco Bronze and De- 
mand: 


Denver, dealer prices cut 1c, Mar. 10. 


Corrections 


Notation of amount of change and 

dates not previously shown in table. 

Table in this issue is corrected to show 
these changes. 


Atlantic Refining—White Flash: 


Philadelphia, commercial t.c. up 0.5c, 
March 3. 


Richmond, dealer t.w. cut 0.5¢e, Feb. 23. 


Kerosine: 


Hartford, cut 0.5c, Feb. 28. 
Camden, cut 0.5¢e, March 4. 
Atlantic, cut 0.5c, Feb. 10. 
Trenton, cut 0.5¢e, March 5. 


S. O. Nebraska—Kerosine: 


Norfolk, cut 0.9¢c, March 7. 

















’ . e 
California 
(Continued from page 56) 


description given the past week by 
one supplier to the domestic fuel oil 
market. Some bunkering was reported 
made at less than posted prices. An 
independent was said to be quoting 
85 cents plus 4 cents barge fee for 
fuel oil. This compares with 97.5 cents 
posted by large independents and $1.00 
by major suppliers. 

Lack of demand for burning oils 
caused freer offering of small lots by 
independent plants. Diesel oil was 
available at 3 cents, or slightly under, 
up to 3.25 cents. A good grade of 
stove distillate was quoted at 3.5 to 
3.75 with reports the low could be 
shaded. 

Inclement weather, which slowed 
down demand for motor fuel, has 
caused stocks to pile up in the tanks 
of some independent plants. Rack 
prices of 7 to 7.25 cents were declared 
common on competitive grades of mo 
tor fuel at several plants in the Los 
Angeles Basin and retail prices as 


low as 11.9 cents, including all tax, 


were posted at numerous stations in 
this area. 


Clulow Appointed Manager 


LOS ANGELES F. S. Clulow has 
been appointed manager of the manu- 
facturing department of Shell Oil Co., 
according to an announcement by 
G. H. van Senden, vice president in 
charge of manufacturing. 

Clulow has had wide experience in 


petroleum refining both on the west 
coast and in the East. He was assistant 
refinery superintendent at Shell’s Mar- 
tinez refinery on San Francisco Bay 
from 1930 to 1934 and was then trans- 
ferred to East Chicago, Ill., as superin- 
tendent of the company’s refinery 
there. 

He returns to the Pacific Coast from 
East Chicago and will direct Shell’s 
manufacturing activities from the head 
offices in the Shell Building, San Fran- 
cisco. 


Max Jester To Speak 


CHICAGO, March 15.—Max B. Jes- 
ter, of Chicago, Calumet Refining Co., 
chemist will speak on lubrication at 
the March 17 meeting of the Engineers 
club at Rechester, N. Y. 


Pa. Refinery Lubricating Oil 
Inventory 


Issued as of Mar. 3 by National 
Petroleum Assoc.) 


|. Raw Long Residuum 
(Including all raw long residu- 
um below, and not salable, as 
600 fire) 

2. 600 Steam Refined 
(Includes all steam refined 
stock commonly sold or used 
as 600 and as raw material 
for bright stocks) 

3. Other Steam Refined 
(Not ineluded in 1 and 2 
ibove) 5,141,402 


Gallons 


1,304,118 


7,644,321 


1. Finished Dewaxed Long Res. 3,455,751 
5. Bright Stock 

Does not include any mate- 

rial reported in 4, above) 19,510,236 
6. Viscous Neutral, below 180 vis. 

but not below 142 vis. @ 100 8.691.305 
7. Viscous Neutral, 180 vis. G@ 100 

and above 9,639,052 


Ky. Standard Sold 
11% More In 1937 


LOUISVILLE, Ky.—Sales of the 
Standard Oil Co. (Kentucky) in 1937, 
according to the stockholders report 
issued last week, were $74,091,160, or 
14.26 per cent above sales in 1936. The 
year 1936 itself was 11.8 per cent above 
1935. 

Net profits, before federal and state 
taxes on income, were $5,080,785, rep- 
resenting an increase of $491,518 over 
the previous year. The 1937 federal and 
state income taxes were $897,885 for 
1937, or a net profit after taxes of 
$4,182,900. 

Dividends were paid during the year 
of $1.50 per share, a 15-cent per share 
increase over 1936. 

“During the year the company ex- 
panded its transportation terminals,” 
W. E. Smith, president, said, “its 
wholesale and retail facilities and 
equipment. In order to do these things 
and carry on the company’s increasing 
business, securities in the amount of 
$1,892,249 were sold. 

“Once more it is very important to 
call the attention of stockholders to 
the enormous taxes, not only on the 
sale and use of petroleum products by 
the public, but upon the business con 
ducted by the company. For the year 
1937 total taxes were more than 30 
per cent of the company’s total sales.” 
The total tax figure was $22,726,028. 
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N. Y. harbor (a)60-64 Oct. Oct. re Note: For San F -. $0.80 -$0.90 $0.80 =< ‘ —_ pe translucent hipment 
(iY haihor........ 6.50 ot gaia Si Gaialueree: o rancisco cargo pric b . | «@ Metccascconess %. 82 : 
Philadelphia Bias 6 05 6.75 | rns ove cargo prices. go prices, add Sc per sar ll translucent 875-— 4.125 3.875—- 4.125 
aaa. 6.75 6.50 | = hips’ Bunkers | (b —c ae _ 
Norfolk. see ceesceees P oe 15 ‘ “ 75 ” | (b) Diesel feel oll . or ae lots, per bbl.: . 4 a ae transparent 875- 4.125 3.875- 4.125 
ilmington *N. eee «67.00 — 7.25 s SS (c)Grade C f tseece 625-$1.65 $ — . Diesel Oii Shin's bkre.. 3 875 - ie 
Charl aston, B. VC. cccce 7.00 - 7.25 29-3 50 (b) Paci uel oil. ... $0.89 -$1.00 : pec $1.65 Diceel Oil Ship's bkrs. ©) $l. 90 $.125 3.875- 4.125 
— 7.00 - 7.25 7.25 - 7.50 | 400 acific specification 200 on $ I75-$1.00 Pr —, bunker oil ©) $1.90 
Jacksonville,......... 7.00 - 7.25 > os . 7.50 | : 200. (c) Pacific specification Grade C "s bunkers... (c)$0 8 
Portland...02220.2.1, 7.00 -— 7.25 795 = as Cased Goods: (Per case) cargoes. unker oil, in at ©) $0.95 
n SAG GE99 7.00 a U.S. M . enncece Gite a 
Provid ee rams le pom _! 25 . is at bie tecoictes A ~ x= (b) Leas * 1 7> 6 -$0.80 $0.75 ‘ 
po sn aie 6.50 — 6.78 cute | a under $1.45 -$1.575 $1.45 -$1.575 additional than 34 of 1 sulphur. (c) Barging > ned 
are nominal. SS 6.15 - 7.08 40 . $1.55 5 : ports Se bb 
(b) Barge lots. a, 65 oct. $1.65 $1.55 -$1.65 MEXICAN CRUDE AND t 
“agape : oa , Bf SUNKER 
Ww (b) 40-43 w.w .-+ $1.65 -$1.75 - oe (F.o.b. S ; cR OLS 
District, PATER WHITE KEROSINE Lane eo 1 Stas | ee — ee 
ho) Bi . sag! abigail 7 10 : > 5 | S . 
pat G ee: .5.75 -6.00 Ch | (b)150 fire point. $1.40 $1.30 $1.40 | Paty - — ve a) $0. 88 -$9 9D 
Philadel harbor 274 ieee 6.00 | | ~“ghip’s bunkers, _ See ee 
aia, 6.00 -6.25 poet anne eee New Y es paid....... re — 
Norfolk.......... er Periead......... 5.78 (Prices i ork Ex | (a) Nomina’ ae awe $0.9 
Wil 2-.- 6.00 Bescces 6.75 es in cents ; port nai. ) 
ilmington, N.C. 6.00 Butuan... 6.06 75 CYLINDE per gal. in bbls. F.a 
(b) Barge Providence. . . ¢ 6.25 CYLINDER OILS (Pen as. New York) | MID-CONTINEN’ 
ots. ... 6.00-6.25 pe ie stock: nsylvania Products) (Prices in pes ENT LUBRICATING OILLS 
ight, | cents per gal. for exp: j . 
(c) FUEL OILS Dark, 2 ope. epapete 23.00 -23.50 23.00 Gulf in bulk, fas. Goria thie) fo.b 
- oes 22.50 <23 “a 208 23.50 : a 
No. 1 N. Y. harb aiden’ Oe Neutral oil: ee 190-200 vis. D 210 brt’  (b)B nea 
i ce Fr ‘ . ‘ ‘3 = (Db a 
gh ah Bevgncetecn a re - 6.00 5 ecdiggerigod = : outer, 25 p.t. 4 50 Baws be eaweeae 23 meee Bulk 
Pe adeaiad nick nies 73 - 5.00 ‘605 4.75, color, 25 p.t..... 22.5 25.00 24.50 -25 -160 vis. D 23.50 -24.50 18.00 -2 
Bae arcssceese eseee 4.75 — 5.00 era 4.75 600 Warren E Altered: 22 50 —23.00 39 m4 2 00 0-10 D 210 brt. stock: 0.50 
| Seeeuenaney S $1.35 25- 4.75 600 s.r., unfiltered... .. 20.50 -21.00 20.50 23.00 ae. 19 50 —20 31 
ere. $115 fate re Gear. atic... 16 00 -16.50 16 oe -21.00 1s Ps 6ccecce 5S. a (0 14.50 -15.00 
the ah , SS eeepeeree 18.00 -18 50 18.00 a a 50-160 vis. E 210 brt. 20.00 14.00 -14.50 
No. 1 Phila. di r __ RRR 18.50 -19.00 18.50 * = stock...... 
“SE ferrere st. min 1 ae weead) 21.50 > ¢ ant ~19_00 12 aig ee is 19.00 1) 
Nos. 2-3 iceccacsse €4Q=- ECS + dist. 22.00 21.50 -22 20 vis. D 2 20 00 14 00 e 
Noo. 2-3...000 0022. o-oo 6.00 Wax. D 2.00 210 bet. stock: 14.50 
BES Genteeesenesenees oe ay Vax, Domestic and Export | =! Mo! ber 19.00 2 
Rec LS = 3 (Prices in conte per he. T and Export (b)Second hand barrels 20 00 14.00 -14.50 
Pao $1.15 = 35 AM s. Melting points _— made by A. S. T. M ‘ 
1.15 . M. P., 3° higher than AST. below, however, are 180 vis. No. 3 wrap tiens Mar. 7 
B . points. Export pr A.S. T. M. (E.M.P.) , are . 3color neutral: B ~— 
No. 1........ oct. dict. Prov. di prices are f.o Me po are f.a.s. carload lots. a 0-10 p.p..... _ Bulk 
Nos. 2-3..... oo 6.00 ~ 6.25 6.00 dha Orleans districts, refineries in New York a 15-30 p.p..... ane 8.25 8.25 
f..-000+. eae 5.00 - 5.25 5.00 6.25 discount allowed ‘- aes. carload lots, with —— tits te Gat sl 8.00 = an 
Sees 5.00- 5.25 5 9.29 and ful ipment in bulk. - No. 3 color neutral: 
bestuickna = 5.( e of ull bu Se ¥ ral: 
- elebcea ate seine $1 35 ee 553°25 Prices Effective y refined, slabs in bags.) ale, solid 2 10 pp Seaman a 
c) Ft es , . = LD ccccccee psig 8 75 
nove ils meet specifications of U $1.15 Bion, 36 600 s.r. olive green a laa 8.50 
s CS12-35. sof U.S.C New Y 600 s.r. d eeee > o0 11 25 2 
ommercial 124-6 Y.C Domestic “= ark green.... 7.00 9 2 » 9.00 -11.25 
99 .C. acale...... Sap xport 235 7.00 - 9.25 
ayo re, 1346 W.C. acale...... (aes ta. ean __ SOUTH TEXAS LUBRICA’ 
€ W.C. 90 — 2.05 (Vis. 5 RICATING 
3 y. en > Fuel (b) Diesel Oil 123-5 Fully — a 1.90 - 2.05 90 - 2.05 at 100° cold test 0, bulk e > OILS 
Hedelnhiea.......__ (e)$1.15 : : 95- | RS reais 0 - 2.05 G 2 export shipme 
oc gualaaanaa (e)S1.13 iy Fg aa og Re Ee OS 4:33 3.75 Unfiltered Pale —" ment, f.0.b 
ae (e)$1_15 aes’ 10 130-2 Full y iy Pe aes 445 3.875 s. Color 
Charleston........... (c)$1.15 32.10 133-5 Fully rfd wee eees 4.55 4.125 100 No. 3 en 
Savenneb Re ek) a . 10 oo 135-7 Fully rfd “heaps (a)5.00 ; 25 = Ne. 8.0... a 5350 5.25 -5.50 
ener seco: c 10 cenne n le o ee es 5.95 4.75 “— rat ae ) 7.25 7 On oe 
—_............. (c)$1.10 $2.205 " sag 5 125 500 No. 336.....0.... 7.50 735 (7 00 7.25 
Portland. . i Siero: (c)$1.05 $2. 205 D New Orleans 750 No. 4........ --- 8.50 8.75 g 7 7.75 
Boston... .. rotate $1.25 ey 124-6 VC. eas peregeapes Export 60 Na4:.......... 9 0-925 9 Po 4 75 
Providence........... (e)$1.15 d $ 10. 4 W.C. scale...... 1.70 — 2.00 1.7@~+¢ 2000 No. 4.. cae = 00 - 9.75 9.50 ; 2 
ils dali teeta $1.15 2 10-$2 20 124-6 W.C. scale...... 1 70 ~2 00 170 - < 00 Red Oi rr 75 -10. 25 aoe ».75 
p’s bunkers. $2.10 a6 edi... 1.70 - 2.0 é 2.00 te Oils: 75 -10.25 
(c) For bar ° ully rfd.. 2.00 1.70-2 Vis : * 
(d)For b ging add Sc per bbl. 125-7 Fully rfd.. 4.30 . 00 ; Cele ; 
! (e) For b arging add 6.5c to 7.5 128-30 Fully rfd.. 4.35 7a 100 No. 5-6 : 
varging add Sc to 6c ¢ per bbl. 130-2 Fully rfd....... 4.45 ..oe aa. 5-5.50 5.91 —<S§ 
oa 133-5 Fully rfd....... 4.55 4.15 300 No. 5-6........ > 7 ee-72s vaee 7as 
Qbtbiemees chee | (a)5.00 ; 25 pol daa ‘s.2m sae 
Cas 08 Diesel Oi ent either in bags or in bulk ” 120 ». eee cae ae 8.50 - 8.75 
Pen p> slo il , a No. ete . 00-925 900-9 75 
4 * mics | sGatesat—t«é‘(CCBme nc 9 50 Qo 77 = 25 
Philedelphie dist... 4.75 — 5.0 a (Pri Gulf Coast Siesee tak ainane 075 10.93 9.75 10.35 
75 - 5§ pene 3 aes 75 - 95 
Baltimore di ist. 5.00 0 4.75 - 5.00 opi ces are f.o.b. ship at Gulf green cas oil Prices shown ab 10.25 
ist... pinions of oil ter t; pri ahove cov 
Nattida =: 9- <* trad minals 1 prices for b er oil 
olk di 5.2 * co ers, exce represen ower in ‘or blue ¢ s with 
ist. 5 mtrary. P prices ting some cas ast red oils 
| Savannah dint. eee 5.95 aes bbls rices cover Cut shi specified to the es. are slightly 
| Jacksonville ‘3: ones vee = oe . or more, unless other pments of 20,000 
sete 5.25 Prices Eff eupaensm anker Rates 
5.25 For Do “ jective Bie 24 es gee tanker £ 
mestic shipment: Mar. 7 ports, in shillings per nett —_ to Continental 
t ~eage 
59 oct. & belo MOTOR GASOLINE mn a = ports in cents per he we 
: Wacesexn a) 5 ates Eff 
pe ~ frahegu Keaws a) 5 oa : a (a)5.00 -5.125 Cuame seg 
9-67 octane...... >. Rodd. 5698) 5 125-5 oles rude &/or Refi 
68-70 oct ... (a) 5.25 —5.50 (a) 5 a 5.375 Fue ined Oil & 
Pacifi E WM. wc ccccce a) 5.50 -5 ~ he 4 eo -5 50 Last a ee " Spirits for 
Cc xport FUE ao -5.75 Gulf aid Hs as Jwners 
No. 1... -L OILS rulf-U.K. /Cont.(b) 19 - = Paid Ask 
i oe are at seaboard, I ie a stieesstes Be oy eae oF atte et ee ee 
cents per gal., except Mae ——. te cargo Sills. 3.875- 4.125 3.875~ 4 00 Gulf-N. Au 18/ 18/6-19/6 2 
| Prices Effective M therwise noted.) 41-43 w w KE ROSINE <0 ane Be antic (c » 20 18 /6-19 6 
. a a Mar. 14 Mas. 7 | See Cees Seen $.625- 4.875 4.75 Hvy. Crude 
otor, under ar. é or Export Shipment: 75 4.75 - 5.00 Fuel, Crude 
40 Terre re 5 95 7 . oe grav t ? pa 
oe ep. blend, under kis 9.25 5.50 bs S. Motor “erro fight Gash (30 - 1% 
5 375— 3 67% -62. 4 eres ne 875- 5 sae G : 
a cP. a as Sn ee meee nee 61-63, es ial 875. 5:00 4.875. 5.00 Gasoline. Lighter) 186 17 
(88-40 ws 7 ee Gane 5 50 e os ata Ke 64-66, 375 3 ee a 5 00 5125 : oo 5.00 Kerosine +9, c 
41-48 w.w. :~ mine Seas a : so-s7;7 | | 00-5125 5 po ; 125 Light Fuel ro 20e 
-: erosine e be 75 S cE me B >.12 \N eS < Zhe 
ape Can: com ass sens se os... toe a> Remiae. “ *22c 
)150 fire point sta, 573 «3.50 - 5.75 ME. cosavense a) 4.75 -5.00 (8 a 6 hes continental ports i 
a 41-43 p.w..... eh comes pre pi. 3 3 90 ee tee inclusive. between Bordeaux and 
(a)Nomi - 525- 4.873 4.75 - 4.875 ruela loadin or ; 
ominal. : 4.875 ee g same rate: Tampico 2c to 3c 
t orrect pric » ff, eS 
instead of 26c as published Bond Pp ae he 1 
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CRUDE OIL MARKETS 


Prices in $ per bbl. of 42 U.S. gals. at the well. Prices are effective as of 7 a. m. of dales as given 





EASTERN FIELDS 


lin, Hamilton and Doolittle, Pa. fields; 


at well. 


MICHIGAN 
Posted by Pure Oil Co. 





MID-CONTINENT 


Posted by Stanolind Crude Oil 
Purchasing Co., Jan. 28, 1937 


Above Stanolind prices met as follows: 


and North Texas. 
Texas and North Cen 


met in North-North Central Texas. 











Posted by Joseph Seep Purchasing Agency 
ate (Effective. March 7, 1938, except | Corning¥ | 


~ Sept. 5, 1937) 

ems Grade Oil in Southwest Penna. Pipe 

© canted OC TE OE Ee ee ee 71 
Penna. Grade Oil in Eureka Pipe Lines (West 

an ey. $1.65 
enna. Grade Oil in Buckeye Pipe Lines 

[RUM DND) osu ceickkp os coe acincs <0 $1.55 
Corning Oil in Buckeye Pipe Lines (Ohio). ..$1.27 

Posted by Other Companies 

Tide Water Associated Oil Co. 

Bradford-Allegany district (Penna. and 

- Y.) (Effective March 7, 1938)........ 2.05 

*The Pennzoil Co.: (Effective March 7, 1938 

Penna. Grade Oil in National Transit L ines*$1. 98 
Ashland Oil & Transportation Co.: 

Somerset Oil in Ashland Lines (Ky.): 

(Effective Jan. 28, 1937) 
ee rere $1.42 
oe eee $1.50 

*The Pennzoil Co. posts $1.98 in Cochran, Frank- 


prices in 
other lower districts range down to $1.93 per bbl. 


Midland, Midland County (Jan. 5, 1938)... .$1.12 
Posted by Simrall Pipe Line Corp. 
(Effective Dec. 29, 1937) 

West Branch, Arenac, and equai grades.....$0.80 
(Effective Jan. 8, 1938) 

Beaverton, Crystal, Greendale, Porter and 
DRI bngcc Lub cbee ess keeae hace $1.12 
Buckeye; * bendiee, Billings, Tobacco and equal 
DPD iskccnh eeentaweseskueksemas@rut $1.095 
CENTRAL STATES FIELDS 
Posted by Ohio Oil Co. 

(Effective Jan. 28, 1937) 
PE og nn is oiccalccedcnsoavce suas $1.35 
Owensboro (Western Ky.)............... $1.40 

(Effective Nov. 20, 1937) 

EOE ee ee TE ee ee ee $1.00 
Posted by Stoll Oil Refining Co. 
(Effective Feb. 1, 1937) 

Beel Pins Tine OR (Ey) occ asecccccccacss $1.40 
CANADIAN FIELDS 
Posted by Imperial Oil Limited 
Western Ontario 
(Effective Sept. 9, 1933) 

PNA SiS bi clean Gkeninede-Naeanepeened ee 2.10 
re > $2.17 
Alberta—Turner Valley 
(Prices f.o.b. field tankage) 

(Effective Jan. 5, 1938) 

Crude Oil 

14 i SS eT ere $1.40 
.16 oe eee 1.42 
18 eee 1.44 
.20 WOM Disa css e% 1.46 
ae Sf See 1.48 
io on A 1.50 
.26 ee Pagans ok 1.52 
.28 the a he GORE 1.54 
.30 LS eee 1.56 
.32 _. * aaa 1.58 
34 eS eer. 1.60 
.36 nk Se 1.62 
.38 

Crude Naphtha, 65 grav. & above.......... $2.14 

Absorption Gasoline 
308 ee | OE ee $1.94 
a SO eer $2.08 


(In Oklahoma- (In North-North 


*Kansas) Central Texas) 
Below 29...... $1.06 $0.96 
| ee 1.08 0.98 
30-30.9........ 1.10 00 
31-31.9.. 1.12 1.02 
$2-32.9....0.0. 1.14 1.04 
. | eee 1.16 1.06 
De®). caseces 1.18 1.08 
BS=B5 9. cece 1.20 1.10 
_. } aa 1.22 1.12 
oe s§ ae 1.24 1.14 
$8-38.9........ 1.26 1.16 
_. SS eae 1,28 1.18 
40 & above.... 1.30 1.20 


Jan. 28, Continental Oil Co. met in Okla., Kans., 
Sinclair-Prairie met in North 
tral Texas, Jan. 28, Stanolind's 
North Texas schedule. Same date, The Texas Co. 


Note: Stanolind prices in Okla.-Kans. are for 





quantities computed by 97% tank tables. In Texas, 
100% tank iakiee are used effective Oct. 1, 1937, 
volume corrected to 60° F., and deduction for full 
b.s. & w. content. 

*Effective Aug. 1, 1937, for Otis-Albert pools 
Rush-Barton counties, Kans., 13c less. 


Posted by Carter Oil Co. 


In Oklahoma 
(Effective Jan. 28, 1937) 

Below 25.......$0.98 33-33 .9 .$1.16 
Bee. Sicicacces Ee ore 1.18 
on ke TEE 1.02 re 1.20 
2 & Bere 1.04 on Oe | Fe = | 
on St OEE Oo BAe 1.24 
SP Wcacccacce ee A 1.26 
30-30 .9 1.10 dy Peri 1.28 
eee 12 40 and above... 1.30 
ee 1.14 


Above Carter schedule met Jan. 28 by the follow- 
ing companies: Sinclair-Prairie, Shell and Bransdall 
in Oklahoma-Kansas; Skelly Oil in Kansas; Tide 
Water in Oklahoma; Pure Oil in Oklahoma- -Kansas, 
beginning with below 24 at $0.98 and ending with 
40 & above at $1.30. 


Posted by Magnolia Petroleum Co. 
(Effective Jan. 28, 1937) 

In Oklahoma, same schedule as Carter Oil, which 
see above, oe below 25, at $0.98 and 
ending with 40 & above, at $1.30. 

In Texas: North and North Central, including 
Burkburnett, Archer, Henrietta, Electra, Comanche 
and Olden, same gravity and price schedule as 
Stanolind in North Texas, which see under Stanolind, 
beginning with below 29 at $0.96 and ending with 
40 and above, at $1.20. 


Beaumont, Tex. 


(Effective Oct. 1, 1937) 


Below 21°...... $0.95 i ee $1.15 
6 Sarr 0.98 re 1.17 
Ses 1.01 er 1.19 
23-23 .9 me S| te ad hE 1.21 
oe SO 1.07 See 1.23 
25-25 .9 1.18 a 1.25 
26-26 .9 1.13 See 1.27 

34 & above..... 1.29 


TEXAS FIELDS 
Posted by Humble Oil & Refining Co. 
(*West Central Tezas) 
(Effective Jan. 28, 1937) 


Below 29.......$0.96 , e $1.10 
ne OE 0.98 eee ee 
on Be OA ee 1.00 oe ere 1.14 
LS eee 1.02 Se 1.16 
A oe 1.04 et ee 1.18 
33-33.9.. . 1.06 40 and above. 1.20 
34-34.9.. . 1.08 


*Includes Brown, Callahan, Coleman, Comanche, 
Eastland, Fisher, Haskell, Jones, Shackelford, 
Stephens, Throckmorton and Young counties. 


Shell Petroleum Corp., effective Jan. 28, posts 
Humble’s above — on Fisher count —_ 
plus these five lower grades, beginning with 25 
gravity at $0.88; 25-25.9, $0.90; 26-26.9, $0.92; 
27-27.9, $0.94, and 28-28.9, $0.96; rest of schedule 
same as Humble’s in West Central Texas. 

Nolte: Effective Oct. 1, 1937, Humble prices are 
based on 100% tank tables at 60F. 


*East Central Tezas 
(Effective Jan. 28, 1937) 


39-39. 9 = 
40 and above... 1.27 





“Lacheding Andenen, Cherokee, Limestone, Na- 
varro counties. 

Same date, Sinclair-Prairie met in Mexia Humble's 
above schedule. 


PANHANDLE TEXAS 
Posted by Humble Oil & Refining Co. 
(Effective Jan. 28, 1937) 


Gray Carson- 

County Hutchinson 
ee ee er $0.96 $0.91 
lk Ss ear 0.98 0.93 
5 Serre eerr re 1,00 0.95 
oe es es 1.02 0.97 
Se rie 1.04 0.99 
er ae ey 1.06 1.01 
OO & GONG. 2 iveciisces« 1.08 1.03 


Jan. 28, above prices met by Sinelair-Prairie and 
Magnolia in the entire area and by Continental in 
Carson-Hutchinson and by Texas Co. in Panhandle 
Sweet, same as Humble’s Gray Co. and on Panhandle 
Sour. same as Carson-Hutchinson. 


EAST TEXAS 
(Effective May 22, 1937) 
Stanolind, Humble, Shell, Sinclair-Prairie, Texas 
oe eS ee | Serer reer eee eee $1.35 


Shell also posted on ~~ 28, in Livingston area, 
Polk County, Texas, $1.2 





NORTHEAST TEXAS 
(Posted by Humble, Jan. 28, 1937) 


(Posted by Magnolia, Jan. 28, 1937) 
Cass County and Panola County, Tex.: 


Same gravity and price schedule as S. O. Louisiana 
posts for Rodessa, La., which see under that company. 


(Posted by The fem Co., Jan. 28, 1937) 
CNG 65. vas atnte weimess caer cess $1.25 


WEST TEXAS AND NEW MEXICO 
Posted by Humble Oil & Refining Co. 
(Effective Jan. 28, 1937) 


(Including Andrews, Crane, Crockett, Ector, Glass- 
cock, Howard, Winkler and Upton Counties, Texas 
and Lea county, New Mexico). 


Below 26....... $0.78 eee $0.94 
nt See .80 Sf er .96 
27-27 .9 0.82 Ae 0.98 
oo ae 0.84 See 1.00 
ae 0.86 7 rr 1.02 
30-30.9, sees le Er Sr 1.04 
BE Decccccces Ose te See 1.06 
eee 0.92 40 & above 1.08 
Pecos, West Texas....... 56 whe eanewesewe 91 


Jan. 28, Magnolia met Humbk in Crane, Upton, 
Howard, Glasscock. Mitchell and Winkler. 

Shell Petroleum Corp., on Jan. 28, met Humble in 
Crane, Glasscock, Howard, Pecos’ (except Yates 
shaliow pool), Winkler, and Upton counties, Tex. 
and in Lea County, N ‘ce On Jan. 28, ang posted 
in Yates shallow pool in Pecos county, Tex., $0. 81. 
June 4, 1937, Shell added Ector county to West 
Texas postings. 

Jan. 28, Stanolind Oil & Gas Co. met Humble in 
Hendrick "field, Winkler county. 

Jan. 28, Texas Co. met Humble in Ward and 
Winkler counties, Tex., and Lea County, N. M. 

April 20, 1937, Sinclair Prairie a Humble in 
Ward and Winkler, Tex. and Lea, M., counties, 
except that its gravity schedule te _with 36 and 
above, at $1.00. 


Posted by Continental Oil Co. 
(Effective Jan. 28, 1937) 


Artesia, Jackson and Maljamar pools, N. M...$0.90 


COLORADO 
(Posted by Continental Oil Co., 
Effective Jan. 28, 1937) 
Ft. Collins and Wellington 





: Sere $1.15 

E a ee 1.17 

; 2 o> Aree 1.19 

: ot Se 

Z on cn Ee 1.23 

ae 40 & above..... 1.28 

Cannon City ona Florence, Col.............. $1.10 


SOUTH AND SOUTHWEST TEXAS 
All Shown Below Posted by Humble Oil & 
Refining Co. 
(Effective Jan. 28, 1937) 
Carroll, Clark, Darst oeen Hilbig, _ er and 
Zoboroski fields. . 09 


Leer Tere Teer ree ns 
“Van Zandt..... .$1.10 
Jan. 2, Sy er met Humble in Darst Creek: 
arr tor 00 in Luling: $1.12 in Lytton Springs; 
for Cleveland, and $1.15 in flasdie, both in 
Liberty county, Tex 


Jan. 28, 1937, The Texas Co. met Humble in 
Darst Creek. 


Anahuae, Dickinson, Flour Bluff and Turtlebay 
(Effective Jan. 28, 1937) 


Below 31 os oe SO $1.28 
31-31.9 3737.9... 2.000 - 1.30 
32-32.9 38-3B.9.......0. 1.32 

cape dt LEO 1.34 


3. . 
34-34.9. ‘ 40 and above.... 1.36 
ere 
Conroe, Raccoon Bend (Deep sand crude) Tomball and 

Satsuma 


(Effective Jan. 28, 1937) 








Jan. 28, Magnolia met Humble in Tomball and 
Texas Co. met Humble in Conroe, beginning with 
35-35.9 gravity. 


(Continued on next page) 
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CRUDE OIL MARKETS 


(Continued from preceding page) 





South-Southwest Texas (cont’d) 
Posted by Humble 


* Mirando 
(Effective July 6, 1937) 

Below 2).....06. $0.96 eee $1.18 
io ae 0.98 WP iticdccena 1.20 
LU, ee 1.00 OS eee 1.22 
2 eee 1.02 34-34.9 — 
, | ae 1.04 Sek caccde 1.26 
CeCe 1.06 ee 1.28 
ee 1.08 oo} eee 1.30 
of ae 1.10 ee 1.32 
oe | Las 2. eee 1.34 
og 1.14 40 & above..... 1.36 
SOOO skciiccess 1.16 


*Includes Duval, Jim Hogg, Webb and Zapata 
counties, Tex. and Heyser and Placedo crudes. 

July 6, Magnolia posted same schedule as Humble 
in Mirando. 

July 6, 1937, Texas Co. posted for Duval-Mirando, 
$0.96 for below 21, plus 2c differential, to $1.12 for 
28 & above. 

LOUISIANA-ARKANSAS 
Posted by Standard Oil Co. of Louisiana 


So. La. 
*N. La.- Rodessa, Roanoke 

Ark. La. N. Crowley 

(Effective Jan. 28, 1937) (Dec. 28,°37) 
Below 21°.. $0.90 $0.93 $0.90 
21-21 .9... for for .93 
22-22.9.. oil oil .96 
23-23 .9.. Below Below .99 
24-24.9.. 25° 36°. 1.02 
25-25 .9.. $0.92 $0.95 1.05 
26-26.9.. .94 .97 1.08 
27-27.9.. .96 .99 1.10 
28-28 .9.. .98 1.01 Boke 
29-29 .9., 1.00 1.03 1.14 
30-30 .9.. 1.02 1.05 1.16 
31-31.9.... 1.04 1.07 1.18 
32-32.9... 1.06 1.09 1.20 
33-33 .9.. 1.08 R33 1.22 
34-34.9.... 1.10 1.13 1.24 
35-35 .9.... 1.12 1.15 1.26 
36-36.9.... 1.14 Bake 1.28 
37-37 .9.... 1.16 1.19 1.30 
38-38 .9.... 1.18 1.21 1.32 
39-39 .9.... 1.20 1.23 1.34 
40 & above 1.22 1.25 1.36 

*Includes Caddo, Homer, Haynesville, Sabine, 

De Soto, Sarepta, Carterville, El Dorado, Bunkie 


and Miler county. 


NG Mt eieieschiadnsdhawaercacawes .90 
Urania, La. (Arkansas Fuel Oil Co., Jan. se 

Si: 0°4 se eerie Algslare Ghent 6 Msunth iia ot cate e Sk a haat .02 
Tepetate, La. (Continental Oil, Jan. 28, '37)... 1.24 











Jan. 28, 1937, Magnolia met S. O. La.’s No. La.- 
Ark. gravity and price schedule in Pine Island, 
Haynesville, Bull Bayou and Cotton Valley, La., 
and in Eldorado and Rainbow districts, Ark.; and 
met S. O. La.’s Rodessa prices; and in Lockport, 
Iowa, Cameron Meadow, La., posted Humble’s 

avity and price schedule on Mirando. El Dorado 
“ast Field, Ark. price same as Sanackover, effective 
Jan. 28, °37. 

Jan. 28, The Texas Co. met S. O. La. in N. La., 
except that its gravity schedule begins with below 
27 at $0.94. It posted $1.37 for Garden Island, La., 
$1.24 for LaFitte, La. and $0.90 for Smackover. 


*GULF COASTAL FIELDS 


Posted by Humble Oil & Refining Co. and 
The Texas Co. 





Saxet 
(Effective Jan. 28, 1937) (Humble) 
lumble Texas (July 6 °37) 
$0.95 $0.90 aac 
for 0.92 cues 
below 0.94 “pS 
bh 0.96 $1.01 
0.98 0.98 1.03 
1.01 1.01 1.05 
1,04 1.04 1.07 
1.07 1.07 1.09 
1.10 1.10 1.11 
1.13 1.13 1.13 
1.15 1.15 1.15 
1.17 ey 1.17 
1.19 1.19 1.19 
1.21 1.21 1.21 
1.23 1.2 1.23 
1.25 1.25 1.2 
1.27 1.27 1.2 
1.29 Ria 1.29 
1.31 for 1.31 
1.33 oil 1.33 
1.35 34° 1.35 
i 1.37 and 1.37 
rere 1.39 above. 1.39 
40 and above... 1.41 aus 1.41 
tRefugio 
(Effective July 6, 1937) 
Posted by Humble 
pk Aree $1.01 - he $1.07 
i ek ee 1.03 eee 1.09 
- . f ae 1.05 - A ero ll 
Rest of schedule same as Humble’s Gulf Coastal 
crude prices. 
tIncludes Saxet, Greta, O'’Connor-McFadden, 


Taft, Plymouth and Tom O'Connor crude. 
*Humble’s prices apply in these Texas fields: 
Amelia, Barbers Hill, ones Creek, Hull, Liberty, 





Mykawa, Orange, Pierce Junction, Raccoon Bend, 
shallow sand), Sugarland, Thompsons, and West 
Solumbia. Same prices also apply, effective Feb. 1, 
1938, in Clinton, Tex., posted by Stanolind Crude 
Oil Purch. Co. 

an. 28, Sinclair-Prairie met above 
schedule in full. 

July 6, 1937, The Texas Co. posted for yy 
which includes Greta, Saxet and Taft: $1.01 for 
low 21, plus 2c differential, to $1.17 for 28 & above. 

Texas Co. postings in Gulf Coastal Texas include: 
Arrio/a, Five Corners, Ganado, Humble, Liberty, 
Magnet, Manvel, Markham, Mauritz, McFaddin, 
Pickett Rid Port Neches, Sour Lake, West 
Columbia and Withers. In Gulf Coastal Louisiana: 
Bay St. Elaine, Caillou Island, Dog Lake, Four 
Isle, Gillis, Horseshoe Bayou, Iberia, Lake Barre, 
Lake Pelto, Leesville and Port Barre. 


ROCKY MOUNTAIN FIELDS 
Posted by Stanolind Oil & Gas Co. 
(Effective Jan. 28, 1937) 

Salt Creek, (except Tensleep crude), Midway and 
Dutton Creek, Wyo., same schedule as Stanolind 
posts in Oklahoma, Kansas which see under Mid- 
Continent crude on previous page. 

(Effective Jan. 6, 1938) 
Tensleep, Salt Creek field............ 

(Effective Jan. 28, 1937) 
Greybull-Torchlight 
sg light, Col 


Humble 


Basin, light........... 
GO Cy MIN ci ccc wee ccccuedscevcesnc 
PES a ebR cones ccvaedeueedeetews es 


(Effective Nov. 4, 1936) 





Grass Creek, heavy......... TTT Te. 
Pe Oooo oc da nese cccnececceuwcnanes 0.62 
ee era ee 0.57 
Posted by Ohio Oil Co. 
(Effective Jan. 28, 1937) 
Co a. ere $1.30 
Grass Creek, light ehiwasucdseeteenanneanads 1.30 
DONE dat snedoncadudannquscndnews 1.205 
RAG CNG Ra ntd thcciesccadedvanceceuans 0.97 
(Effective Nov. 16, 1937) 
SINR, SINR 6 oc. accu cecteccccedenuader! $0.90 


Posted by Continental Oil Co. 
(Effective Jan. 1, 1938) 

Cnt Cates Boks dicavan cai cacnesccece<s $1.30 
(Effective Jan. 28, 1937) 

reer 

DE GEE WO SGRG be Sientecnesscescunderes 




















CALIFORNIA, Posted by Standard Oil of California 


All grasities above those quoted take highest price offered in the field. Prices effective Feb. 26, 1936, except Huntington Beach, Playa del Rey, Santa Fe Springs, Kern 
Front, Signal Hill (Long Beach) effective March 7, 1936; Elk Hills effective June 22, 1936; Lakeview Area, Aug. 19, 1936; El Segundo and Wilmington, Oct. 15, 1937; 








$ 
= 
~~, = > 
e 
=~teS 5 § = 
= Zw ° — = 
este $ 3 = ¢ 3 
es = e = 7 7 
suey e & 3 sa H s 
ee = a 2 ee — ~ 
=S-— § § 53 7 &§ 
Gravity nee wv < & = fe 
14-14.9....... $0.80 0.79 0.74 0.78 0.79 0.80 
15-15.9....... .80 .79 .74 .78 .79 .80 
16-16.9.. .80 .79 .74 .78 .79 ~~ .80 
17-77.9.. .80 .79 .74 .78 .81 .80 
18-18.9... 80 .79 .74 .78 .84 = .80 
19-19.9.., 82 .79 .74 .82 .87 .84 
20-20.9... .85 .79 .74 .85 .90 .88 
21-21.9... 88 .79 .74 .89 .93  .93 
-22.9., .92 .82 .74 .92 .96 .98 
23-23.9... 95 .86 .77 .96 .99 1.02 
24-24.9... 99 .91 .80 1.00 1.02 1.06 
25-25.9.. 1.03 .95 .82 1.03 1.05 1.11 
26-26.9... 1.06 1.00 .85 1.07 1.09 1.16 
re ...cc. LIS 16 2 £2 1 .... 
2eeS.,..... F434 1.0 .@ E36 EAS ... 
29-29.9....... 1.17 1.15 .93 1.18 1.18 & 
0.9. 1.21 1.19 .95 1.22 1.21 £ 
31-31.9.. — as 
32-32.9. *Elwood Terrace a 
33-33.9. ee eee ee * 
34-34.9....... 1.32 6.8 
35-35.9 1.35 33 
36-36.9 1.39 a 
37-37.9 1.43 = 
38-38.9. ee ; 
39-89.9... ° 
40-40.9 ce 
41-41.S a 
42-42.9.. i 
43-43.9.. ‘a 
44-44.9....... oe 
45-45.9... oe 
46-46.9....... a 
47-47.9....... i 
48-48.9..... ’ 


*F. o. b. ship. 


Greeley-Canal, Dec. 22, 1937. 


3 e. s 
. *@ t « & ae 3 
i-e] = & mS 
Ze 6 i £ = oe ro : 
ze 4 § 2 235 8 3 
sd <2 &€ & = BSE = B 
0.76 .... .... 0.80 0.76 0.76 0.77 @.7 
ccc csce eT 7% .77 .78 
Ti cuss. ccce CTE CTR CTEC‘«CSENS 
76 .... .... .80 .% .7%6 .72 78 
7 1... 1... 82 .7%6 .7%6 .7% .78 
roa ae ae) ee, oe 
Mk 5 c65 88 .78 .82 .77 80 
OM icc cee OS Sle 
‘88 81 .99 .91 (9% (85 96 
03 «193.83 
98 :92 
03.88 


mt at mt te fl lt 
~ 
- 


; 1.02 .9 89 =. 99 
06 = =«.98 86 1.05. 1.03 
10 1. 1.02 .96 1.06 
1.07 .90 1.06 99 1.10 
Ne i.e) |«S 1.09 1.03 1.14 
as i.5t 0 |#&S ae 1.07 1.17 
24 1.22 .97 1.11 1.21 
27 1.27 1.00 1.14 1.25 
oe Ese see 1.18 1.28 
1.37 1.22 1.32 
1.42 Le ere 
1.46 1.29 
1.51 1.32 
1.56 1.36 
1.61 1.40 
1.66 1.43 


*° Hills 


el el el ee eel oe el el a el 


Santa Fe Springs 





2 
. moe <5 ° 
a mgs a> 
> «ghS be | 
=§ & a9, 98 = 
Hoi aceisd } 
~ = s bd 
re 5 6 ges SE Ce 
sy 2 a ssa f 3 3 
25 £ 8 asd of ’ 
Cite acca (Ole eee acces 0.70 0.76 
ry ee .70 (, ee .70 -70 
. .70 at wae 6s 70 -70 
ee eae .70 :. ne 70 .70 
i. See .70 .. 2 oe 70 .70 
70 .70 .74 y |e 74 ote 70 
.70 .78 eee 78 -72 70 
.73 .82 a 82 .74 70 
Pe | .87 ee 86 .78 72 
.80 .92 oe 90 .82 16 
. 84 .97 rr 94 . 86 79 
«On BOE BGR ceca .98 .90 83 
. wet st 8 7 1.02 se 
.95 1.10 1.10 $0.84 1.06 
99 1.318 1.135 .88 1.10 
1.02 1.20 1.20 .92 1.14 
1.06 1.25 1.25 .95 1.18 
1.09 1.29 1.29 .99 
1.13 1.34 1.34 1.03 Kettleman Hills 
Rcke Bue Rie BAGE cece Bee eee 
1.20 ~~ Ke Sueno 1.23 
cae ie. 1.27 
ee. 1.31 
ee a 1.38 
- 1.39 
1.31 1.43 
Berk adin daa 
1.38 . 
1.41 
1.45 
1.49 . 
1.53 . 
1.56 . 
1.60 . 
1.64. 


tAlso McKittrick, Kern River. Kern Front and Round Mountain $0.70 thru 19.9 gravity; no higher gravity quoted. 
tWilmington prices differ on gravities below 18.9. Prices are: 14-16.9, $0.75; 17-17.9, $0.77; and 18-18.9, $0.79; rest of schedule same as Signal Hill. 
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Positions Wanted 


SALES, SERVICE, AND MAINTENANCE 
ENGINEER with working knowledge auto- 
motive and oil industry. Six years expe- 
rience in Southwest. D. E. Hamilton, 1607 
E. 12th St., Tulsa, Okla. 


Situations Open 





WANTED 
Salesman medium size refinery lo- 
cated in Southwest Texas. Applicant 
must have experience and be espe- 
cially qualified to handle lubricating 
oils. State salary expected. Please 
contact us through 
NATIONAL PETROLEUM NEWS 
Address Box 507 











SALESMAN WANTED: Experienced selling 
dealers and jobbers Pennsylvania Branded 
Motor Oil preferably in Wisconsin, Illinois 
and Michigan territories. Write full infor- 
mation, experience, salary, references. Ad- 
dress “Refiner,” Box 506. 


For Rent 


MODERN fully equipped bulk oil plant, Mo. 
Pacific R.R., gravity unloading, tank ca- 
pacity about 300,000 gallons. Also adjoin- 
ing filling station, corner Fyler and Kings- 
highway Blvds., together or separated. 
Manufacturers Bank and Trust Co., Trust 
Dept., St. Louis, Mo 


For Sale 


BARGAINS in reconditioned hand, visible 
and electric pumps. Petroleum Equipment Co 


Business Opportunities 


DISTRIBUTORS WANTED: New England 
and southern states for special automotive 
oils and greases. Exclusive’ territories. 
Box 24, Room 3111, 50 West 50th St., New 
York City. 


. 


Professional Services 





ACCURATE LABORATORY TESTS 
GASOLINE OIL 


Standard Methods Employed 
Octane Ratings by A. S. T. M. CFR Unit 


THE DETROIT TESTING LABORATORY 
554 Bagley Avenue, Detroit, Mich. 








ANTI-KNOCK VALUES 
DETERMINATIONS 
The Gray Industrial Laboratories 
Chemists and Engineers 


Specialists on Petroleum Products 
961-976 Frelinghuysen Ave., 
NEWARK, N. J. 
Telephone Bigelow 3-4020 








BURRELL-MASE 
ENGINEERING COMPANY 


Petroleum and Gas Engineers 
Design—Construction—Reports 
Valuation. 


Suite 29060, 
50 Broadway, 
New York City 


1936-42 Fifth Ave. 
Pittsburgh, Pa. 








ROYAL E. BURNHAM 
Attorney-at-Law 
Patent and Trade Mark Practice 
Exclusively 


511 Eleventh Street, N. W. 
Washington, D. C. 











61 


Index to Advertisers 





This index is published as a convenience 
to the reader. Every care is taken to 
make it accurate, but National Petro- 
leum News assumes no responsibility for 
errors or omissions, 





Acheson Colloids C id: 

Alemite . : ; Es 

Allis <0,, EOUIS 22.2455 

Aluminum Co. of America ...... 

American Mineral Spirits Co. .. 

American Telephone & a 
0. e 

Anderson-Prichard Oil Co. 


Bakelite Corp. 

Battenfeld Grease & Oil Corp. 

Berry Sons’ Co., James B. 

Blackmer Rotary Pump Co. ... 

Bowser & Co., Inc., S. F. 

Bradford Oil Refg. Co. 

Brodie Co., Inc., Ralph N. Second Covet 
3rookins Manufacturing i ee 
Buckeye Iron & Brass Works . 4 
Butler Manufacturing Co. 


Canfield Oil Co. 

Champion Spark Plug Co. ars 

Champlin Refg. Co. 6 

Chevrolet Motor Division, General 
Motors Sales Corp. . 43 

Chicago Bridge & Iron Co. 

Cincinnati Ball Crank Co. ; 

Cities Service Oil Co. .. ; aie 

Conewango Refg. Co. .. ae 

Curtis Pneumatic Ms: ichinery. Co. 


Cushing Refg. & Gasoline Co. 48 


Davis Welding & Mfg. Co. 

Deep Rock Oil Corp. Fourth Cover 
du Pont de Nemours & Co., E. I. 
Dyestuff & Chemicals, Inc. 


Kkdwards & Co., Vincent : 
Electric Hose & Rubber Co. 
Iklectric Storage Battery Co. 
Krie Meter Systems, Inc. 
Kthyl Gasoline Corp. 

kxide Batteries 


Fairbanks-Morse & Co. ; 

Karrell Mfg. Co. ae 30-31 
kord Motor Co. i aA 
kreedom Oil Works Co. 

KFruehauf Trailer Co, 


— ivlord Container Corp. 


reneral American Transportation 
Corp. ; . owe eevee 
General Electric Co. = ee: 


Goodall Rubber Co. — Sie tenes 
Goodrich Rubber Co., B. F. 
Goodyear Tire & Rubber Co. 
Graver Tank & Mfg. Co., Ine. 


Gulf Oil Corp. : 37 
Hays Mfg. Co. an eee : 47 
Heekin Can Co. 

Hinde & Dauch Paper Co. 1 
Industrial Oil Corp. ‘ AT 
International Harvester Co. 
International Petroleum Exposition f 


Johnson Co., S. T. 
Johnston & Jennings Co. 


Kidde & Co., Inc., Walter 51 


Leland Electric Co. 35 


McDonald Mfg. Co., A. Y. 

Master Electric Co. 1-5 
Mid-Continent Petroleum Corp. 

Miller Tires 

Morrison Bros. 


National Meter Co. 
National Petroleum Mutual Fire 
Insurance Co. 50 


National Pumps Corp. Insert 
Neptune Meter Co. < 
New York Lubricating Oil Co. .) ao 
Ohio Oil Co. 55 


Oil Equipment Mfg. Co. 
Overhead Door Corp. 


Paraflow ‘cit ete atone 

Pennsylvania Grade Crude Oil 
Assoc 41 

Penola, Inc. 

Philadelphia Valve Co. 

Phillips Petroleum Co. 

Pittsburgh Equitable Meter Co 

Pittsburgh Plate Glass Co 

Pure Oil Co. 

Pyroil Co. 


Republic Oil Co. 50 
Roper Corp., Geo. D. 


Schrader’s Son, A. 

Service Station Equipment Co. 
ge aes BS ; res acer 
Shell se ye 

Skelly Oil Co. : 

SSE TA NRE  oss cia wustais ow epee 
Southern Steel Barrel Co. 
Southwest Pump Co. 
Standatd Ol Go. GFN, de. & o6 0c 15 
Standard Steel Works ........... 
Stewart-Warner sated : 

Sun Oil Co. i 


Texas Co., The 
Thiokol Corp. : 
Tokheim Oil Tank & Pump ‘Co. 


U. S. Air Compressor Co. 
U. S. Steel Corp 


Iniversal Oil Products Co. 27 
Viking Pump Co. 52 


Wayne Pump Co. 


Coming Meetings 


Western Metal Congress -and_ Exposition, 
Biltmore Hotel, Los Angeles, Calif., March 
21 to 25. (Petroleum Division has _ ses- 
sions.) 

South Dakota Independent Oil Men’s Asso- 
ciation, annual convention, Cataract Ho- 
tel, Sioux Falls, S. D., March 22 and 23. 

American Society of Mechanical Engineers, 
Los Angeles, Calif., March 23, 24 and 25. 

American Petroleum Institute, division of 
production, spring meeting, southwestern 
district, Blackstone Hotel, Fort Worth, 
Texas, March 24 and 25. 

Michigan Petroleum Assn., 
Detroit, March 24 and 25 

Society of eoryo ee Engineers, National 
Passenger Car Meeting, Hotel Statler, De- 
troit, Mich., March 28, 29 and 30. 

Independent Oil Men’s Assn. of New _Eng- 
land, annual convention, Bradford Hotel, 


Boston, Mass., April 7. 


Oil Burner Institute, annual meeting, Palme! 
House, Chicago, lil., April 11 and 12. 

National Petroleum Assn., Cleveland, Ohio, 
April 13 to 15. 

Petroleum Industry Electrical Assn., Rice 
Hotel, Houston, ‘Lexas, April 13, 14 and 15. 

American Petroleum Institute, division of 
production, Eastern District, William Penn 
Hotel, Pittsburgh, Pa., April 14 and 15. 

Society of Automotive Engineers, Inc., Na- 
tional Tractor meeting, Schroeder Hotel, 
Milwaukee, Wis., April 14 and 15. 

American Chemical Society, Dallas, Texas, 
April 17 to 21. al ; 

American Petroleum Institute, division of 
production, Pacific Coast district, spring 
meetings, Biltmore Hotel, Los Angeles, 

Calif., April 19. 

came New York Safety Council, ag As- 
tor, New York City, April 19, 20, 

American Institute of Mining and Moetallur- 
gical Engineers, Open Hearth Conference, 
Buffalo, N. Y., April 20, 21 and 22. 

The Credit Men’s Association of Eastern 
Pa., Petroleum Refiners & Marketers 
Credit Groups of Eastern & Western Pa., 
Penn-Harris Hotel, Harrisburg, Pa., April 
25 and 26. 

Western Petroleum Refiners Assn., 26th an- 
nual meeting, Hotel Arlington, Hot 
Springs, Ark., April 25, 26 and 27. 

Society of Automotive Engineers, Inc., Sec- 
tional-Regional Transportation & Mainte- 
nance meeting. (Public Utility Fleet Op- 
erations), Hotel Statler, Cleveland, Ohio, 
April 28 and 29. 

Fuel Oil Distributors Assn. of N. J., third 
annual convention, Hotel Berkeley Car- 
teret, Asbury Park, N. J., May 5 and 6. 

American Gas Assn., Natural Gas Dept., 
annual convention, New Orleans, La., May 
9 to 12. 

Natural Gasoline Assn. of America, 17th 
annual convention, Hotel Tulsa, Tulsa, 
May 11 to 13. 

National Oil Scouts Assn, of America, Tulsa, 
Okla., May 12, 13 and 14. 

International Petroleum Exposition, Tulsa, 

kla., May 14 and 21. 

American Petroleum Institute, mid-year 
meeting, Allis and Lassen Hotels, Wichi- 
ta, Kans., May 23, 24 and 25. 

7th Annual Petroleum and Natural Gas 
Conference, Penna. State College, Penna. 
Grade Crude Oil Assn., and Penna. Na- 
tural Gas. Men’ s Assn., State College, Pa., 
May 27, 

Society of Automotive Engineers, summer 
meeting, The Greenbrier, White Sulphur 
Springs, W. Va., June 12 to 17. 

Pennsylvania Grade Crude Oil Assn., Wil- 
liam Penn Hotel, Pittsburgh, Pa., June 
16, 17 and 18. 

American Society of Mechanical Engineers, 
St. Louis, Mo., June 20 to 2 


Statler Hotel, 
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